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Mirsan Rack; 

is the manufacturer of 19” Rack cabinets, cabinet acessories, Telecom field cabinets 
(indoor/outdoor), server and data center cabinets, outdoor boards, special projects, 
and fiber optical boxes. 

Mirsan Rack, with its expert staff and high technology plant, presents products at a 

top quality standard, provides fast delivery period, post-sales support and customer 
satisfaction. Thanks to our innovative and constantly developing structure, it holds 
all cabinet and accessory infrastracture needed by today’s technology. 

Thanks to its all originally manufactured (19”) frame GT series free standing 
cabinets, Mirsan Rack in the 1 9” rack cabinet technology. By 

ellowing 0% pro- use of the internal volume of 19” rack cabinet. 

In the light of its 20 years knowledge, background and experience, following today’s 
technology closely, Mirsan Rack presents you the products required for today’s and 
future technological infrastructure. 
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NEW GENERATION 

RACK CABINET 





.HU 11 ! 



( 19 ”) 

GT SERIES FREE STANDING CABINET \ 1 ** / 


All MirsanRack GT series free standing cabinets are 
New Generation Rack Cabinets featuring (19”) 3 design. 

WHY DIFFERENT? ~ 

While it is possible to install 19” instruments and 
equipment only to the front and rear sides of the 
traditional standard rack cabinets, 19” instruments and 
equipment can also be installed to the top, botton and 
sides of the GT series cabinets thanks to its unique 
design marked with the symbol (19”) 3 . 


JUST IMAGINE 

The only available boundary in terms of 
functionality and flexibility is the imagination as 
it is possible to install all kinds of 19” 
accessories, instruments and equipment to the 
top, bottom and side sections of the cabinet. 
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(19”) 3 ADVANTAGES 


CAPACITY ADVANTAGE 

The rear sections of instruments and equipment with short length (patch panel, 
horizontal organizer, etc.) remain completely unoccupied at certain U heights, and 
lead to waste of space. In GT series cabinets, on the other hand, it is possible to 
install accessories and equipment with higher length from side panels at the cabi- 
nets with U values where equipment with short length are installed. 


Thanks to this arrangement, the internal capacity of the cabinet might be used with 

100% efficiency. 



COST ADVANTAGE 

Thanks to its (19”) 3 feature, it is possible to install instruments and equipment 
to the GT series cabinets with U values higher than their height. For example, 
while it is possible to install only the 42U instruments to a standard cabinet with 
42U height, a GT series might accommodate instruments and 

equipment. 

Thanks to this feature, a unique and unrivaled cost advantage is achieved. 
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(1 9”) 3 CONNECTIONS 



19’’ SIDE BRACKETS 


It is possible to install all kinds of 19” instruments, 
accessories and fan modules vertically to the sides 
of the cabinet by attaching the b , which are 
installed into the cabinet in depth, are attached 
successively with certain intervals. 

Thanks to the side accessory attachable to such 
brackets, it is further possible to install all kinds of 19” 
instruments, accessories and fan modules horizontally 
to the sides of the cabinet. 

IMPROVABLE STRUCTURE 

Additional brackets and side rails might be requested 
and installed to the cabinet with ease during and after 
the order depending on your needs. 

The cabinet is capable of meeting all installation needs 
as the brackets and rails can be attached to the sides of 
the cabinet at any desired location (with certain 
intervals) in any desired quantity. 
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MAXIMUM VENTILATION 





UNLIMITED CONNECTION TERMINALS 

19” fan modules can be installed at any desired location 
at the , and of the cabinet, thus enabling 
ventilation of the desired spot of the intended instrument 
with fan module of adequate capacity. 


ADDITIONALITY 

The cabinets have a feature for subsequent 
installation of fan modules. When installing fan modules, it 
is not necessary to detach and remove the former 
module. New fan modules might be integrated to the system 
with ease without disturbing the existing fan modules. 


POSSIBILITY OF GRADUAL VENTILATION 

The thermostat levels of multiple thermostatic fan 
modules installed within the cabinet might be adjusted 
for gradual ventilation. Thanks to such adjustment, the 
fan modules might engage when the temperature rises 

and might disengage when the temperature is at desired 
levels. 

EASY INTERVENTION 

It is possible to intervene to the fan modules installed at top, 
bottom and sides of the cabinet with ease without disturbing 
the system already installed in the cabinet for installation, 
maintenance and repairs. 



M AX I M U M VENTILATION 


WIDE VARIETY OF FAN MODULE OPTIONS 

19’ fan modules are capable of responding to all ventilation requirements thanks to 
the rich variety of fan options; fans with no thermostats, fans with analogue 
thermostat and fans with digital thermostat, offered in configurations in the range of 
1 fan up to 12 fans. 





Maximum active ventilation is possible at all depths by installing 
maximum 6 fan modules at top, side and bottom sections of the D= 
cabinets, 

maximum 8 fan modules at top, side and bottom sections of the D=800 
cabinets and 

maximum 12 fan modules at top, side and bottom sections of the D=1 000 
cabinets. 
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MAX MUM CABLNG 




CABLE MANAGEMENT WITH 19” 


Thanks to the (19 ) 3 design, all 19 cabling accessories such as 
horizontal organizer etc. might be easily connected not only to the 
front and rear sections of the cabinet, but also to the top, bottom 
and sides of the cabinet. 


This feature provides more space for standard accessories 
available and offer maximum cabling capacity for the cabinet 





FUNCTIONAL OMEGAS FOR W = 800 CABINETS 


W = 800 standard cabinets are fitted with omegas that interconnect brackets and rails 
Omegas might be installed , as horizontal and vertical. 


OMEGA H0R Z0NTAL INSTALLATION 


When used horizontally, the omegas 
prevent cable sag at cable conduits 
between the front and rear sides of the 
cabinet, thus enable sound installation 
and tie-up of cables to the slots above 
them. 

Thanks to the broad cable conduit holes 
available, horizontal installations do not 
prevent vertical cable conduits; the cables 
can be installed freely from up to bottom. 


OMEGA VERTICAL INSTALLATION 

When used horizontally, the omegas act 
as a cable conduit and enable installation 
of cables between top and bottom 
sections of the cabinet and tie-up of 
cables to the slots above them. 

Thanks to the broad cable conduit holes 
available, vertical installations do not 
prevent horizontal cable conduits; the 
cables can be installed freely from front 








Cable organizer is used for arranging the 
mass data cables and power cords installed 
within W = 8C cabinets, for ensuring 
effective installation of the same within the 
cabinet and conceal the tangled appearance 
that might be formed by mass cabling. 

Thanks to the frequent cable holes available 
at the side and rear sections, the organizer 
enables cable entry and outlets at all 
heights of the cabinet. 

The cables are easily accessible thanks to 
the removable front door fitted with flap 
lock and the cabinet conceals the cables 
and provides a uniform appearance when 
the door is closed. 

The organizer might be requested at the 
time of the order, but it is also possible to 
order the organizer later and integrate the 
same to the cabinet with ease. 

If required, 2 organizers might be installed 
at front and rear sides of the cabinet, thus 
enable management of the intensive cabling 
both from front and rear and provide a 
professional appearance. 


SSmirsan 

19” rock cabinet systems 

GT SERIES HYBRID COLOR OPTIONS 

Authentic and particular profile structure is suitable for 
different color combinations. 



Black & White color combination is the standard 
combination; it is applicable for orders of all kinds and 
quantities. 


RICH COLOR OPTIONS 


If specified at the time of order, color combinations fitting 
all environments are applicable. 



Please contact with our sales department for other custom 
color combinations. 




DECORATIVE AND AESTHETIC APPEARANCE 


With its extremely aesthetic appearance and robust structure, the aluminum corner 
piece not only provides an aesthetic appearance to the cabinet, but also ensures 
maximum durability. 



ROBUST STRUCTURE MODULAR SYSTEM 

The durability of the cabinet is maximized Fully modular cabinet is shipped as 

as twisted horizontal and vertical profiles are assembled single piece, 
inserted into the custom design aluminum 
corner piece with socket type click-fit system 
and fixed using steel screws. 
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GENERAL FEATURES OF GT SERIES CABINET 


ADJACENT INSTALLATION 


The cabinets can be installed 
adjacently. 


AVAILABILITY 


Network and server cabinets are 
suitable for office, system room, 
datacenter and cabling system 
installations. The cabinets are 
compatible with network and server 
devices in all brands and models. 


MULTI-DIRECTIONAL ACCESS 





The cabinets can be accessed from 
multiple directions during installation, 
maintenance and repair thanks to the 
detachable side, rear doors and roof. 


SPACIOUS INTERNAL VOLUME 

The cabinets have spacious volume capable 
of responding to the cabling needs of all 
instruments and equipment to be installed 
within the cabinet. 



I 
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Addition and removal of all features in 
accordance with requirements enable 
achievement of optimum structure and 
optimum cost, eliminating the stereotyped 
product and price requirements. 


SAFE STRUCTURE 

All doors providing access to the cabinet from 
all four directions are provided with locks. 

All door locks can be opened using a single 
key. Separate keys are not required for each 
lock. 


RICH ACCESSORY VARIETIES 

Rich and practical accessory family is 
available for the product capable of meeting 
all requirements. 



19” rock cabinet systems ^ ^ ^ ^ FEATURES OF GT SERIES CABINET 


INTERCHANGEABLE DOOR SYSTEM 


Thanks to the custom design profile and frame 
system, all front, rear and side panels with 
identical width are easily interchangeable. 


FLEXIBLE COMPONENT 
STRUCTURE M 

All kinds of options might be formed 
according to the requirements and to the 
satisfaction of the customer if specified at the 
time of order. 

HIGH QUALITY MANUFACTURE 

Offers cost-effective and competitive 
solutions thanks to state-of-the-art 
manufacture conforming to high quality 
standards. 

SWIFT DEADLINE 

The customer satisfaction is maintained 
at the highest level by responding to all 
kinds of requirements as swift as 
possible. 
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DIFFERENT REQUIREMENTS = DIFFERENT OPTIONS 


Some of the options available for 
various configurations include 2 
optional bottom plates, 2 distinct 
roof options and rich variety of door 
options. Please look at the following 
pages of the catalogue for further 
options or visit our website at 
www.mirsanrack.com for further 
information. 


CONFIGURATION 
OPTIONS REGARDLESS 
OF QUANTITY 

It is not obligatory to place orders in high 
quantities for procuring cabinets in the 
desired configuration. 

Any desired configuration is applicable 
to any order in any quantity. 
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U branding can be applied to the 
equipment mounting rails, which are 
provided as 1 set: 4 units within the 
cabinet as standard practice, by 
automatic serigraphy. 



U branding applied to the equipment 
mounting rails not only facilitate 
installation, but also assists indexation 
of the instruments installed within the 
cabinet. 


ADJUSTABLE DEPTH 


All equipment mounting rails can be 
moved along the depth of the cabinet and 
easily fixed at the desired depth. 

Thus, the equipment mounting rail 
distances can be adjusted depending of 
the depth of the instrument to be installed 
within the cabinet, enabling effective use of 
the inner cabinet space. 
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19”rack cabinet systems ^ ^ ^ ^ FEATURES OF GT SERIES CABINET 


MULTI-DIRECTIONAL CABLE ENTRIS 


Multiple cable entry holes enable cable entry from multiple directions, 
thus facilitate installation and use. 


W=600 CABINET BOTTOM CABLE ENTRIS 



The bottom plate model for W = 600 
standard cabinets is the non-perforated 
bottom plate model fitted with sliding 
cable entry hole. 

Thanks to the rubber-edged cable entry 
hole module with W=350mm x D=250mm 
dimensions and 150mm maximum 
sliding distance, the cables entering 
the cabinet can be crimped without any 
damages, can be installed underneath the 
cabinet and protected against undesirable 
substances and dust. 


W=800 CABINET BOTTOM CABLE ENTRIES 



The bottom plate model for W = 800 
standard cabinets is the non-perforated 
bottom plate model fitted with sliding 
cable conduit hole. 

One brushed cable entry hole is available 
on both right and left side at the bottom of 
the cabinet. 

Brushed and rubber-edged cable entry 
holes enable installation of cables 3 
different points at the cabinet bottom. 




DETACHABLE BOTTOM PLATE 


The bottom plate can be detached and assembled 
easily during installation without disturbing the 
installed system. 


Even if no bottom plate is used, the brushed cable 
conduit holes at the right and left side of the bottom 
are available as standard outfit at W = 800 cabinets. 


If not required, or in case of very intensive cable 
harness entry from the bottom, the bottom plate 
might be removed from cabinet configuration. 





The Versatile cabinets are available in 
three different depth options, D = 600, 
800 and 1000; 2 different width options 
W = 600 and 800; and 60 different size 
options in total with 10 different length 
options ranging from 121 to 46U for all 
such sizes. 

Offers solutions with optimum height 
and weight for all kinds of installation 
requirements thanks to the product 
range offering overall 60 different 












19” rack cabinet systems ^ ^ FREE STANDING CABINET 


W=600 

FRONTDOOR MODEL 

The standard front door model for 
W = 600 Versatile cabinets is the 
full length door model with 

aluminum extruded frame. 

Front glass door is 4mm thick, smoke 
colored, antistatic, 
tempered full length glass with high 
resistance against shattering 
with single point locking 
handled lock. 

Custom design aluminum extruded glass 
frame 

not only provides robustness, but also adds 
aesthetic and decorative appearance to the 
cabinet. 

The lock mechanism is handled loc type 
mechanism. 

The colored PVC stripe installed on the 
aluminum glass frame complements the 
appearance. 

Fitted with spring Loaded hinge system, 

the glass front door enables ease of 
installation and use as the opening 
direction can be modified easily, and the 
door can be removed and reinstalled 
without use of any tool, when desired. 


m 
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The standard front door model for 
W = 800 Versatile cabinets is the 
vertically split full length double glass door 
model with aluminum extruded frame. 

Front glass door is 4mm thick, smoke 
colored, antistatic, empered full length glass 
with high resistance against shattering with 
handled lock. 

Custom design aluminum extruded glass 
frame not only provides robustness, but also 
adds aesthetic and decorative appearance to 
the cabinet. 

The lock mechanism is barrel lock type 
mechanism. 

Ensures safe use with double-point locking 
structure As it can be locked from top and 
bottom with 2 barrel locks. 

Screw-coupled aluminum extruded interlock- 
ing glazing strips are installed at the junction 
of the left and right glass doors at the center, 
which enable full engagement of both wings 
with no spacing in-between. 

The colored PVC stripe installed on the 
aluminum glass frame complements the 
appearance. 

Fitted with spring Loaded hinge system, 
the glass front door enables ease of 
installation and use as the opening direction 
can be modified easily, and the door can be 
removed and reinstalled without use of any 
tool, when desired. 




19" rack cabinet systems ^ ^ FREE STANDING CABINET 


SIDE AND REAR DOOR 
MODELi 

The standard front side and rear door model 
for the Versatile cabinets is the removable 

horizontally split double door model. 

Horizontally split double door model 
enables easy removal and transportation of 
the side and rear doors during installation 
and maintenance & repairs. 

Easily removable side and rear doors are 
fitted with single barrel lock mechanism. 

By virtue of the snap locking system 
installed on the side and rear doors, 
the doors can remain closed on the cabinet 
without being locked. 

Thanks to the custom design at the 
horizontally split double doors; the lower 
door cannot be removed without removing 
the upper door first. With such 
arrangement, when the upper door is 
locked, the lower door is also locked. 

In case any fan module will be installed at 
side panels, 63% perforated type options 
are available for horizontally split double 
side panels. 

The side and rear doors fitted with hinged 
system might be preferred among the great 
variety of door options available. 
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REAR CABLE INLETS 

Brushed cable entry holes with 
60mmX300mm dimensions are available 
on the top and botton of the rear door 
for 22U and higher standard Versatile 
Cabinets 


ROOF MODEL 



Standard roof model for Versatile cabinets 
is the da model. 

As Pagoda type roof is installed 10mm 
above the cabinet, the roof ensures active 
ventilation when the fan module is installed 
and passive ventilation when no fan module 
is installed, and further provides protection 
against dipping water and dust. 

The decorative PVC retainer parts installed 
at the corners of the roof complete 
decorative coherence of the cabinet and the 

roof 


GROUND CONTACT 

The ground contact of the cabinet in all 
standard Versatile cabinet configurations 
are ensured by means of 4 leveling feet 
with adjustable leight installed at the 
bottom corners of the cabinet. Caster 
group, 2 with brakes and 2 without 
brakes, are available as an option. 
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COLOR OPTIONS 



RAL 7035 LIGHT GREY RAL 9005 BLACK 


GT 600 x 600 FREE STANDING CABINET 


=1 


i 







WIDTH W: 610mm 

D: 610mm 






LOADING CAPACITY: 1000kg 






EXPLODED VIEW 


DEPTH 


(rear top/rear 
bottom) 


Spring Loaded 
hinge system 















surfaces of the cabinet. 


D=610mm 



Product Code 

Product Description 

|h Measurement 

| (U) 

Product 
Dimensions 
WxDxH (mm) 

Width: Between 
Rails 

Depth: Between 
Rails (mm) 

1 h Measure- 

| merit (mm) 


MR.GTV12U66.XX 

12U W=610mm D=610mm VERSATILE 

12U 

610x610x719 

19” 

390 

594 

680x680x849 

1 

30,6 

37,8 

2 

680x680x1698 

75 

749 

779 

MR.GTV16U66.XX 

16U W=610mm D=610mm VERSATILE 

16U 

610x610x897 

19” 

390 

772 

680x680x1037 

1 

36,9 

44,5 

2 

680x680x2074 

89 

927 

957 

MR.GTV20U66.XX 

20U W=610mm D=610mm VERSATILE 

20U 

610x610x1075 

19” 

390 

950 

680x680x1215 

1 

43,2 

51,2 

2 

680x680x2430 

102 

1105 

1135 

MR.GTV22U66.XX 

22U W=610mm D=610mm VERSATILE 

22U 

610x610x1164 

19” 

390 

1039 

680x680x1305 

1 

46,4 

54,6 

2 

680x680x2610 

109 

1194 

1224 

MR.GTV26U66.XX 

26U W=610mm D=610mm VERSATILE 

26U 

610x610x1342 

19” 

390 

1217 

680x680x1482 

1 

52,7 

61,3 

1 

680x680x1482 

61,3 

1372 

1402 

MR.GTV32U66.XX 

32U W=610mm D=610mm VERSATILE 

32U 

610x610x1608 

19” 

390 

1483 

680x680x1748 

1 

62,2 

71,3 

1 

680x680x1748 

71,3 

1638 

1668 

MR.GTV36U66.XX 

36U W=610mm D=610mm VERSATILE 

36U 

610x610x1786 

19” 

390 

1661 

680x680x1926 

1 

68,5 

77,7 

1 

680x680x1926 

77,7 

1816 

1846 

MR.GTV40U66.XX 

40U W=610mm D=610mm VERSATILE 

40U 

610x610x1964 

19” 

390 

1839 

680x680x2104 

1 

74,8 

84,9 

1 

680x680x2104 

84,9 

1994 

2024 

MR.GTV42U66.XX 

42U W=610mm D=610mm VERSATILE 

42U 

610x610x2053 

19” 

390 

1928 

680x680x2193 

1 

78 

88,2 

1 

680x680x2193 

88,2 

2083 

2113 

MR.GTV46U66.XX 

46U W=610mm D=610mm VERSATILE 

46U 

610x610x2231 

19” 

390 

2106 

680x680x2371 

1 

84,3 

94,8 

1 

680x680x2371 

94,8 

2261 

2291 


XX=Color Code, 22 means Light Grey 
RAL 7035 and 1 1 means Black RAL 9005, the 
code is added by the customer at the order. 


The door width to be selected should be selected among the door options with the 
related surface dimensions. 

When one of the door options is selected, it should be informed at the order with 
its selected surface. 


The number 0 from the door options stands for “doorless”. 
The standard door options: 

Front Door=1 , Side Door=8, Rear Door=8. 
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GT 600 x 800 FREE STANDING CABINET 

WIDTH W: 6__mm 

j . | WIDTH D: 800mm 

$ 


I 


COLOR OPTIONS 



RAL 7035 LIGHT GREY RAL 9005 BLACK 

42 


LOADING CAPACITY: 1000kg 














19” rock cabinet systems ^ ^ 600 x 800 FREE STANDING CABINET 


CONSTRUCTION DRAWINGS 


\A/inTU 


\M- 










DOOR OPTIONS 


\ 

V: 610 

1 

5Ti 


Product Code II Product Description 


II E= 


MR.GTV12U68.XX 

12U W=610mm D=800mm VERSATILE 

12U 

610x800x719 

19” 

555 

594 

680x880x849 

1 

CO 

cn 

40,5 

2 

680x880x1698 

81 

749 

MR.GTV16U68.XX 

16U W=610mm D=800mm VERSATILE 

16U 

610x800x897 

19” 

555 

772 

680x880x1037 

1 

42,5 

49 

2 

680x880x2074 

98 

927 

MR.GTV20U68.XX 

20U W=610mm D=800mm VERSATILE 

20U 

610x800x1075 

19” 

555 

950 

680x880x1215 

1 

50 

57,3 

2 

680x880x2430 

114 

1105 

MR.GTV22U68.XX 

22U W=610mm D=800mm VERSATILE 

22U 

610x800x1164 

19” 

555 

1039 

680x880x1305 

1 

53,4 

61,4 

2 

680x880x2610 

123 

1194 

MR.GTV26U68.XX 

26U W=610mm D=800mm VERSATILE 

26U 

610x800x1342 

19” 

555 

1217 

680x880x1482 

1 

60,7 

70 

1 

680x880x1482 

70 

1372 

MR.GTV32U68.XX 

32U W=610mm D=800mm VERSATILE 

32U 

610x800x1608 

19” 

555 

1483 

680x880x1748 

1 

71,6 

81 

1 

680x880x1748 

81 

1638 

MR.GTV36U68.XX 

36U W=610mm D=800mm VERSATILE 

36U 

610x800x1786 

19” 

555 

1661 

680x880x1926 

1 

79 

89 

1 

680x880x1926 

89 

1816 

MR.GTV40U68.XX 

40U W=610mm D=800mm VERSATILE 

40U 

610x800x1964 

19” 

555 

1839 

680x880x2104 

1 

86 

97,4 

1 

680x880x2104 

97,4 

1994 

MR.GTV42U68.XX 

42U W=610mm D=800mm VERSATILE 

42U 

610x800x2053 

19” 

555 

1928 

680x880x2193 

1 

90 

101,5 

1 

680x880x2193 

101,5 

2083 

MR.GTV46U68.XX 

46U W=610mm D=800mm VERSATILE 

46U 

610x800x2231 

19” 

555 

2106 

680x880x2371 

1 

97 

109,7 

1 

680x880x2371 

109,7 

2261 


XX=Color Code, 22 means Light Grey The door width to be selected should be selected among the door options with the 

RAL 7035 and 1 1 means Black RAL 9005, the related surface dimensions. 

code is added by the customer at the order. When one of the door options is selected, it should be informed at the order with its 

selected surface. 


The number 0 from the door options stands for “doorless 
The standard door options: 

Front Door=1 , Side Door=8, Rear Door=8. 
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RAL 7035 LIGHT GREY RAL 9005 BLACK 
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LOADING CAPACITY: 1000kg 






EXPLODED VIEW 
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cable entry 
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(rear top/rear 
bottom) 


WIDTH \ 

V: 610mm 
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W=600 DOOR OPTIONS 



GT SERIES FREE STANDING CABINET W=610mm D=1 000mm 


WIDTH \ 

/V: 610 

mm 

DEPTH 1 

Booo 

mm 
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Product Code 



Product Description 


1 


Product 
Dimensions 
WxDxH (mm) 


Width: 

Between Rails 


Depth: 

Between Rails 
(mm) 

1 

C 

1 

Dimensions 

WxDxH 

(mm) 


1 

Product Net 
Weight (kg) 

Product 

Gross 

Weight (kg) 




Pallet 

Dimensions 

WxDxH 

(mm) 



Height: with 
Leveling Feet 
(mm) 

Height: 
with Caster 
Group (mm) 

MR.GTV12U61.XX 

12U W=610mm D=1000mm VERSATILE 

12U 

610x1000x719 

19” 

740 

594 

680x1080x849 

1 

38,2 

40 

2 

680x1080x1698 

80 

749 

779 

MR.GTV16U61.XX 

16U W=610mm D=1 000mm VERSATILE 

16U 

610x1000x897 

19” 

740 

772 

680x1080x1037 

1 

46 

48,3 

2 

680x1080x2074 

96 

927 

957 

MR.GTV20U61.XX 

20U W=610mm D=1000mm VERSATILE 

20U 

610x1000x1075 

19” 

740 

950 

680x1080x1215 

1 

54 

56,7 

2 

680x1080x2430 

113 

1105 

1135 

MR.GTV22U61.XX 

22U W=610mm D=1 000mm VERSATILE 

22U 

610x1000x1164 

19” 

740 

1039 

680x1080x1305 

1 

58 

60,8 

2 

680x1080x2610 

121 

1194 

1224 

MR.GTV26U61.XX 

26U W=610mm D=1000mm VERSATILE 

26U 

610x1000x1342 

19” 

740 

1217 

680x1080x1482 

1 

65,8 

69 

1 

680x1080x1482 

69 

1372 

1402 

MR.GTV32U61.XX 

32U W=610mm D=1 000mm VERSATILE 

32U 

610x1000x1608 

19” 

740 

1483 

680x1080x1748 

1 

77,5 

81,5 

1 

680x1080x1748 

81,5 

1638 

1668 

MR.GTV36U61.XX 

36U W=610mm D=1000mm VERSATILE 

36U 

610x1000x1786 

19” 

740 

1661 

680x1080x1926 

1 

85,5 

89,8 

1 

680x1080x1926 

89,8 

1816 

1846 

MR.GTV40U61.XX 

40U W=610mm D=1 000mm VERSATILE 

40U 

610x1000x1964 

19” 

740 

1839 

680x1080x2104 

1 

93,4 

98 

1 

680x1080x2104 

98 

1994 

2024 

MR.GTV42U61.XX 

42U W=610mm D=1 000mm VERSATILE 

42U 

610x1000x2053 

19” 

740 

1928 

680x1080x2193 

1 

97,3 

102 

1 

680x1080x2193 

102 

2083 

2113 

MR.GTV46U61.XX 

46U W=610mm D=1 000mm VERSATILE 

46U 

610x1000x2231 

19” 

740 

2106 

680x1080x2371 

1 

105 

110,5 

1 

680x1080x2371 

110,5 

2261 

2291 


XX=Color Code, 22 means Light Grey The door width to be selected should be selected among the door options with the 

RAL 7035 and 1 1 means Black RAL 9005, the related surface dimensions. 

code is added by the customer at the order. When one of the door options is selected, it should be informed at the order with its 

selected surface. 


The number 0 from the door options stands for “doorless”. 
The standard door options: 

Front Door=1 , Side Door=8, Rear Door=8. 


49 





LOADING CAPACITY: lOOOkq 








Spring Loaded 
hinge system 


















W=800 DOOR OPTIONS 

\ 

M 800 

mm 


1 

y. 6io 

mm 



w=600 DOOR OPTIONS 



, 1 



ont and rear surfaces of the cabinet 
ide surfaces of the cabinet. 


GT SERIES VERSAT FREE STANDING CABINET W=800mm D=600mm 



Product Description 



I 




T 


MR.GTV12U86.XX 

MR.GTV16U86.XX 

MR.GTV20U86.XX 

MR.GTV22U86.XX 

MR.GTV26U86.XX 

MR.GTV32U86.XX 

MR.GTV36U86.XX 

MR.GTV40U86.XX 

MR.GTV42U86.XX 

MR.GTV46U86.XX 


12U W=800mm D=610mm VERSATILE 
16U W=800mm D=610mm VERSATILE 
20U W=800mm D=610mm VERSATILE 
22U W=800mm D=610mm VERSATILE 
26U W=800mm D=610mm VERSATILE 
32U W=800mm D=610mm VERSATILE 
36U W=800mm D=610mm VERSATILE 
40U W=800mm D=610mm VERSATILE 
42U W=800mm D=610mm VERSATILE 
46U W=800mm D=610mm VERSATILE 


12U 

800x610x719 

19” 

390 

594 

880x680x849 

1 

34,5 

39,7 

2 

880x680x1698 

79 

749 

16U 

800x610x897 

19” 

390 

772 

880x680x1037 

1 

41,6 

48 

2 

880x680x2074 

96 

927 

20U 

800x610x1075 

19” 

390 

950 

880x680x1215 

1 

48,8 

56 

2 

880x680x2430 

112 

1105 

22U 

800x610x1164 

19” 

390 

1039 

880x680x1305 

1 

52,3 

60 

2 

880x680x2610 

120 

1194 

26U 

800x610x1342 

19” 

390 

1217 

880x680x1482 

1 

59,4 

68,3 

1 

880x680x1482 

68,3 

1372 

32U 

800x610x1608 

19” 

390 

1483 

880x680x1748 

1 

70 

79 

1 

880x680x1748 

79 

1638 

36U 

800x610x1786 

19” 

390 

1661 

880x680x1926 

1 

77 

87,3 

1 

880x680x1926 

87,3 

1816 

40U 

800x610x1964 

19” 

390 

1839 

880x680x2104 

1 

84,4 

95,3 

1 

880x680x2104 

95,3 

1994 

42U 

800x610x2053 

19” 

390 

1928 

880x680x2193 

1 

88 

99,3 

1 

880x680x2193 

99,3 

2083 

46U 

800x610x2231 

19” 

390 

2106 

880x680x2371 

1 

95 

107,4 

1 

880x680x2371 

107,4 

2261 


XX=Color Code, 22 means Light Grey 
RAL 7035 and 1 1 means Black RAL 9005, the 
code is added by the customer at the order. 


The door width to be selected should be selected among the door options with the 
related surface dimensions. 

When one of the door options is selected, it should be informed at the order with its 
selected surface. 


The number 0 from the door options stands for “doorless 
The standard door options: 

Front Door=1 , Side Door=8, Rear Door=8. 





19” rack cabinet systems ^ ^ 800 x 800 FREE STANDING CABINET 



COLOR OPTIONS 


54 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


LOADING CAPACITY: 1000kg 
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SSmirsan 


19” rack cabinet systems 


GT 800 x 800 FREE STANDING CABINET 


CONSTRUCTION DRAWINGS 


win mi 


IIIIIIIHipilllllll 


FRONT VIEW 



TOP VIEW 


. ' .. i. .2 ! J .. I. 


'ttt — r vr ■ r. Trt n. - ■ it v v v. ■ n --v rv 

j I I E ' ' < i E I [_ ' 


SIDE VIEW 


REAR V EW 






f 




BOTTOM VIEW 


ISOMETRIC VIEW 













MR.GTV12U88.XX 

12U W=800mm D=800mm VERSATILE 

12U 

800x800x719 

19” 

555 

594 

880x880x849 

1 

41,6 

48 

2 

880x880x1698 

96 

749 

MR.GTV16U88.XX 

16U W=800mm D=800mm VERSATILE 

16U 

800x800x897 

19” 

555 

772 

880x880x1037 

1 

50 

58 

2 

880x880x2074 

116 

927 

MR.GTV20U88.XX 

20U W=800mm D=800mm VERSATILE 

20U 

800x800x1075 

19” 

555 

950 

880x880x1215 

1 

59 

67,7 

2 

880x880x2430 

135 

1105 

MR.GTV22U88.XX 

22U W=800mm D=800mm VERSATILE 

22U 

800x800x1164 

19” 

555 

1039 

880x880x1305 

1 

63 

72,6 

2 

880x880x2610 

145 

1194 

MR.GTV26U88.XX 

26U W=800mm D=800mm VERSATILE 

26U 

800x800x1342 

19” 

555 

1217 

880x880x1482 

1 

71,7 

82,5 

1 

880x880x1482 

82,5 

1372 

MR.GTV32U88.XX 

32U W=800mm D=800mm VERSATILE 

32U 

800x800x1608 

19” 

555 

1483 

880x880x1748 

1 

84,6 

95,6 

1 

880x880x1748 

95,6 

1638 

MR.GTV36U88.XX 

36U W=800mm D=800mm VERSATILE 

36U 

800x800x1786 

19” 

555 

1661 

880x880x1926 

1 

93 

105,3 

1 

880x880x1926 

105,3 

1816 

MR.GTV40U88.XX 

40U W=800mm D=800mm VERSATILE 

40U 

800x800x1964 

19” 

555 

1839 

880x880x2104 

1 

102 

115 

1 

880x880x2104 

115 

1994 

MR.GTV42U88.XX 

42U W=800mm D=800mm VERSATILE 

42U 

800x800x2053 

19” 

555 

1928 

880x880x2193 

1 

106 

120 

1 

880x880x2193 

120 

2083 

MR.GTV46U88.XX 

46U W=800mm D=800mm VERSATILE 

46U 

800x800x2231 

19” 

555 

2106 

880x880x2371 

1 

114,7 

129,6 

1 

880x880x2371 

129,6 

2261 


XX= Color Code, 22 means Light Grey The door width to be selected should be selected among the door options with the The number 0 from the door options stands tor “doorless 

RAL 7035 and 1 1 means Black RAL 9005, the related surface dimensions. The standard door options: 

code is added by the customer at the order. When one of the door options is selected, it should be informed at the order with its Front Door=1 , Side Door=8, Rear Door=8. 

selected surface. 
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UlPj&m GT 800 x 1 000 FREE STANDING CABINET 

CONSTRUCTION DRAWINGS 

WIDTH W: 800mm 

DEPTH D: 1000mm 


FRONT VIEW 


SIDE VIEW 


REAR V EW 


TOP VIEW 






BOTTOM VIEW 


ISOMETRIC VIEW 











W=800 DOOR OPTIONS 

WIDTH V 

V: 800 

mm 


DEPTH [ 

dTTooo 

mm 



W=1000 DOOR OPTIONS 








^ W=800 door ( 

W=1000 door 


T SER ES * TAND NG CAB NET W=800mm D=1000mm 


mounted on the front and rear surfaces of the cabinet. 
> mounted on the side surfaces of the cabinet. 


Product Code 


Product Description 




MR.GTv12U81.XX 

MR.GTV16U81.XX 

MR.GTV20U81.XX 

MR.GTV22U81.XX 

MR.GTV26U81.XX 

MR.GTV32U81.XX 

MR.GTV36U81.XX 

MR.GTV40U81.XX 

MR.GTV42U81.XX 

MR.GTV46U81.XX 


12U W=800mm D=1000mm VERSATILE 
16U W=800mm D=1000mm VERSATILE 
20U W=800mm D=1 000mm VERSATILE 
22U W=800mm D=1 000mm VERSATILE 
26U W=800mm D=1 000mm VERSATILE 
32U W=800mm D=1000mm VERSATILE 
36U W=800mm D=1 000mm VERSATILE 
40U W=800mm D=1 000mm VERSATILE 
42U W=800mm D=1 000mm VERSATILE 
46U W=800mm D=1 000mm VERSATILE 


12U 

800x1000x719 

19” 

740 

594 

880x1080x849 

1 

46 

53 

2 

880x1080x1698 

106 

749 

16U 

800x1000x897 

19” 

740 

772 

880x1080x1037 

1 

55,4 

63,7 

2 

880x1080x2074 

127 

927 

20U 

800x1000x1075 

19” 

740 

950 

880x1080x1215 

1 

65 

74,6 

2 

880x1080x2430 

149 

1105 

22U 

800x1000x1164 

19” 

740 

1039 

880x1080x1305 

1 

69,6 

80 

2 

880x1080x2610 

160 

1194 

26U 

800x1000x1342 

19” 

740 

1217 

880x1080x1482 

1 

79 

91 

1 

880x1080x1482 

91 

1372 

32U 

800x1000x1608 

19” 

740 

1483 

880x1080x1748 

1 

93,3 

105,4 

1 

880x1080x1748 

105,4 

1638 

36U 

800x1000x1786 

19” 

740 

1661 

880x1080x1926 

1 

103 

116 

1 

880x1080x1926 

116 

1816 

40U 

800x1000x1964 

19” 

740 

1839 

880x1080x2104 

1 

112,3 

127 

1 

880x1080x2104 

127 

1994 

42U 

800x1000x2053 

19” 

740 

1928 

880x1080x2193 

1 

117 

132 

1 

880x1080x2193 

132 

2083 

46U 

800x1000x2231 

19” 

740 

2106 

880x1080x2371 

1 

126,5 

143 

1 

880x1080x2371 

143 

2261 


XX= Color Code, 22 means Light Grey The door width to be selected should be selected among the door options with the The number 0 from the door options stands tor “doorless 

RAL 7035 and 1 1 means Black RAL 9005, the related surface dimensions. The standard door options: 

code is added by the customer at the order. When one of the door options is selected, it should be informed at the order with its Front Door=1 , Side Door=8, Rear Door=8. 

selected surface. 







SSmirsan 

19” rock cabinet systems 


GT SERIES 

PC CASE 



GT PC FREE STANDING CABINET 



INTENDED USE 


They are used in large, crowded places allowing 
protection of the PC, Server, Printer, UPS etc. 
equipments against dust, dirt and humidity as well 
as from accession of unauthorized users to the 
equipments. 


FIELD OF USE 


Factories, storerooms, laboratories, 
offices, stores... 


MONITORING SECTION 


A monitoring screen or a monitor is 
installed inside the top section with glass 
door of 12U height. In order for the monitor 
to be installed, it is delivered with one fixed 
rack module. 


CONTROL SECTION 


The middle section of 4U height is for the 
keyboard, mouse or control panels. 

It is delivered with 2 movable racks which 
are movable inside each other over which 
these units are installed. 


STORAGE SECTION 


At the bottom section with the glass door 
of 20U height, PC, Server, Printer UPS etc. 
might be installed. 


In order for the devices to be installed 
thereover, it is delivered with one fixed rack 
module. 


All these sections are lockable and the cabinet features 
all characteristics of the GT series cabinets. 


GT SERIES PC CASE FREE STANDING CABINET W=610mm D=800mm 


Product Code 


Product Description 


I 


Product 
Dimensions 
WxDxH (mm) 


Width: 

Between Rails 


Depth: 

Between Rails 
(mm) 




” 

O 

& 

o 

CL- 

Dimensions 

WxDxH 

(mm) 


I 


Product Net 
Weight (kg) 


_ 3 

o oo^S 

“O Oxz 

5 




Pallet 

Dimensions 

WxDxH 

(mm) 



Height: with 
Leveling Feet 
(mm) 


Height: 
with Caster 
Group (mm) 

MR.GTPC36U68.XX 

36U W=610mm D=800mm PC CASE 

36U 

610x800x1786 

19” 

555 

1661 

680x880x1926 

1 

89 

98 

1 

680x880x1926 

98 

1816 

1846 


XX= Color Code, 22 means Light Grey RAL 7035 and 1 1 means Black RAL 9005, the code is added by the customer at the order. color options 


RAL 7035 LIGHT GREY RAL 9005 BLACK 
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SSmirsan 

19” rock cabinet systems 

GT SERIES 

NOTEBOOK CASE 
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GT NC FREE STANDING CABINET 


FREE STANDING CABINE T 

Schools, teaching institutions, banks. . . 


INTENDED USE 

Thanks to its 18 drawer modules of 
2U height found inside, it provides 
locked and secure housing of 
equipments like laptops, notebooks in 
schools and similar institutions. 


OPTIONAL PLUG 
MODULE 

Thanks to its optional 18 pin, vertical 
power plug module installed inside, it 
allows the equipments housed therein 
to be charged when they are not in use. 



GT SERIES NOTEBOOK CASE FREE STANDING CABINET W=610mm D=610mm 



Product Description 





MR.GTNC36U66.XX 36UW=610mmD=610mm NOTEBOOK CASE 36U 610x610x1786 


19” 


390 1661 


177 


186 


1 680x680x1926 186 1816 1846 


XX=Color Code indicates 22 Light Grey RAL 7035 and 1 1 Black RAL 9005 , the code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 
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19" rack cabinet systems ^ ^ SERIES Q E RVER FREE STANDING CABINET 
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STANDARDS AND COMPLIANCES 


Quality Management System 


IEC 297-1, 19” mounting standard 


IEC 297-2, Overall cabinet dimensions 


TSEN 61587-1 Standard. 


Environment Friendly 


WIDE PRODUCT RANGE 


D=1000 server cabinets offer 20 different 
size options in total; with W=600 and 
W=800 types and 10 different height 
options for each of these width options, 
ranging from 121 to 46U. 


It provides solutions for all server and 
storage installation requirements, in 
optimum height and volume, thanks to the 
product range offering overall 20 different 
size options. 











19" rack cabinet systems ^ ^ FREE STANDING CABINET 

MAXIMUM ACTIVE VENTILATION 
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ffminsan GT FREE STANDING CABINET 

19 rack cabinet systems 


FRONT DOOR MODEL 

Standard front door model for server 
cabinets is of 63% perforate convex 
type. 

While 63% perforated structure provides 
maximum passive ventilation, double 
sided full length weld structure 
provides extra resistance. 

The convex angled structure leaning 
forward provides resistance to the 
perforated area as well as an aesthetic 
view. It is also the most preferred front 
door model due to its extra distance 
provided at its front panels towards the 
front. 80% perforated type is introduced 
optionally. 

Locking mechanism is of handled lock 
type. 

Owing to the lock bolt and the rod 
mechanism, it presents a 3 point locking 
structure. 

It provides maximum security by said 3 
point locking structure. 

Front doors with spring Loaded hinge 
system provides ease of use and 
installation by being detached and 
reinstalled, when required, without use of 
any tool. 
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REAR DOOR MODEL 


Standard rear door model for server 
cabinets is of 63% perforated, solid type 
and vertically split double door model. 

Rear doors allow maximum passive 
ventilation thanks to its 63% perforated 
structure. 

tinged structure of said vertically split 
double doors, in case where the back 
space of the cabinet is limited, enables 
easy opening of the door within short 
distances and easy intervention into the 
cabinet from the back. 

80% perforated type is introduced op- 
tionally. 

Locking mechanism is of handled lock 
type. 

Owing to its rod mechanism, its presents 
a 2 point locking structure. It provides 
maximum security by said two point 
locking structure. 

Standard rear doors with spring Loaded 
hinge system provide ease of use and 
installation by being detached and 
reinstalled within seconds without use of 








ROOF MODEL 


Standard roof model of the server cabinets 
is rlane type roof model. 

Plane type roof model enables maximum 
passive ventilation with its 63% perforated 
structure. 

It enables the hot air to be discharged 
rapidly when the fan module is attached, 
thanks to its 63% perforation on the top. 


Through the embeddable structure of 

the roof, profile lines of the cabinet are 
emphasized and the cabinet is profoundly 
decorative with the original view. 

Pagoda type roof may be preferred 
optionally if desired. 


GROUND CONTACT 

Contact of the cabinet with the ground is ensured with 4 heavy duty pinion feet with adjustable height and 

metal casing, and with heavy duty caster group 2 of which are with brakes and the other 2 of which are 

, attached at the bottom corners of the cabinet, in all server cabinet configurations. 
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SSmirsan 


SPACIOUS INTERNAL VOLUME 



MAXIMUM SAFETY 


All front, rear and side doors are of lockable and detach structure 
Side doors have cylindrical barrel locking system. 









SSmirsan 


19” rack cabinet systems 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


GT 600 x 1000 FREE STANDING CABINET 


LOADING CAPACITY: 1000kg 


WIDTH W: 610 mm 
DEPT D: mm 
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EXPLODED VIEW 


DEPTH D: ' 


W=1 50mm xD=1 67mm 
Rubber edged Cable entry point 






















GT SERIES SEI FREE STANDING CABINETS W=610mm D=100 


Product Code 


Product Description 







Width: 

Between Rails 

Depth: 

Between Rails 
(mm) 


Package 

Dimensions 

WxDxH 

(mm) 

| 

Product Net 
Weight (kg) 

Product 

Gross 

Weight (kg) 


Pallet Dimen- 
sions WxDxH 
(mm) 




Product 
Dimensions 
WxDxH (mm 

RH 

Height: with 
Leveling Fee 
and Caster 
Group(mm) 

MR.GTS12U61.XX 

12U W=610mm D=1000mm SERVER 

12U 

610x1000x694 

19” 

740 

594 

680x1080x849 

1 

42 

48,3 

2 

680x1080x1698 

97 

754 

MR.GTS16U61.XX 

16U W=610mm D=1000mm SERVER 

16U 

610x1000x872 

19” 

740 

772 

680x1080x1012 

1 

49,6 

57 

2 

680x1080x2024 

114 

932 

MR.GTS20U61.XX 

20U W=610mm D=1000mm SERVER 

20U 

610x1000x1050 

19” 

740 

950 

680x1080x1190 

1 

57 

66 

2 

680x1080x2380 

132 

1110 

MR.GTS22U61.XX 

22U W=610mm D=1000mm SERVER 

22U 

610x1000x1139 

19” 

740 

1039 

680x1080x1280 

1 

61 

70 

2 

680x1080x2560 

140 

1200 

MR.GTS26U61.XX 

26U W=610mm D=1000mm SERVER 

26U 

610x1000x1317 

19” 

740 

1217 

680x1080x1457 

1 

68,6 

79 

1 

680x1080x1457 

79 

1377 

MR.GTS32U61.XX 

32U W=610mm D=1 000mm SERVER 

32U 

610x1000x1583 

19” 

740 

1483 

680x1080x1723 

1 

80 

90,4 

1 

680x1080x1723 

90,4 

1643 

MR.GTS36U61.XX 

36U W=610mm D=1000mm SERVER 

36U 

610x1000x1761 

19” 

740 

1661 

680x1080x1901 

1 

87,6 

99 

1 

680x1080x1901 

99 

1821 

MR.GTS40U61.XX 

40U W=610mm D=1 000mm SERVER 

40U 

610x1000x1939 

19” 

740 

1839 

680x1080x2079 

1 

95 

107,6 

1 

680x1080x2079 

107,6 

2000 

MR.GTS42U61.XX 

42U W=610mm D=1 000mm SERVER 

42U 

610x1000x2028 

19” 

740 

1928 

680x1080x2168 

1 

99 

112 

1 

680x1080x2168 

112 

2088 

MR.GTS46U61.XX 

46U W=610mm D=1 000mm SERVER 

46U 

610x1000x2206 

19” 

740 

2106 

680x1080x2346 

1 

106,6 

120,5 

1 

680x1080x2346 

120,5 

2266 


XX=Color Code, 22 means Light Grey 
RAL 7035 and 1 1 means Black RAL 9005, the 
code is added by the customer at the order. 


The door width to be selected should be selected among the door options with the 
related surface dimensions. 

When one of the door options is selected, it should be informed at the order with its 
selected surface. 


The number 0 from the door options stands for “doorless”. 
The standard door options: 

Front Door=1 1 , Side Door=8, Rear Door=6. 
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SSmirsan 

19" rack cabinet systems 


COLOR OPTIONS 


LOADING CAPACITY: 1000k, 


RAL 9005 BLACK 


GT 800 x 1 000 FREE STANDING CABINET 


WIDTH 

W: 800mm 

DEPTH 

D: 1 000mm 


RAL 7035 LIGHT GREY 









EXPLODED VIEW 


W=1 50mm xD=1 67mm 
Rubber 


W=70mm x D=300 mm 
Brushed Cable entry point 

left /right 


WIDTH V 

V: 800 

mm 

depth D: 1000 

mm 






SSmirsan 


CONSTRUCTION DRAWINGS 


depth D: 000 
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Product Code 


Product Description 




MR.GTS1 21)81 .XX 

12U W=800mm D=1 000mm SERVER 

12U 

800x1000x694 

19” 

740 

LD 

880x1080x849 

1 

54 

62,3 

2 

880x1080x1698 

125 

754 

MR.GTS16U81.XX 

16U W=800mm D=1000mm SERVER 

16U 

800x1000x872 

19” 

740 

772 

880x1080x1012 

1 

64 

73,6 

2 

880x1080x2024 

147 

932 

MR.GTS20U81.XX 

20U W=800mm D=1 000mm SERVER 

20U 

800x1000x1050 

19” 

740 

950 

880x1080x1190 

1 

74 

85 

2 

880x1080x2380 

170 

1110 

MR.GTS22U81.XX 

22U W=800mm D=1 000mm SERVER 

22U 

800x1000x1139 

19” 

740 

1039 

880x1080x1280 

1 

78,7 

90,5 

2 

880x1080x2560 

181 

1200 

MR.GTS26U81.XX 

26U W=800mm D=1 000mm SERVER 

26U 

800x1000x1317 

19” 

740 

1217 

880x1080x1457 

1 

88,5 

101,7 

1 

880x1080x1457 

101,7 

1377 

MR.GTS32U81.XX 

32U W=800mm D=1 000mm SERVER 

32U 

800x1000x1583 

19” 

740 

1483 

880x1080x1723 

1 

103 

116,6 

1 

880x1080x1723 

116,6 

1643 

MR.GTS36U81.XX 

36U W=800mm D=1 000mm SERVER 

36U 

800x1000x1761 

19” 

740 

1661 

880x1080x1901 

1 

113 

127,7 

1 

880x1080x1901 

127,7 

1821 

MR.GTS40U81.XX 

40U W=800mm D=1 000mm SERVER 

40U 

800x1000x1939 

19” 

740 

1839 

880x1080x2079 

1 

123 

138,7 

1 

880x1080x2079 

138,7 

2000 

MR.GTS42U81.XX 

42U W=800mm D=1 000mm SERVER 

42U 

800x1000x2028 

19” 

740 

1928 

880x1080x2168 

1 

127,7 

144,3 

1 

880x1080x2168 

144,3 

2088 

MR.GTS46U81.XX 

46U W=800mm D=1000mm SERVER 

46U 

800x1000x2206 

19” 

740 

2106 

880x1080x2346 

1 

137,5 

155,3 

1 

880x1080x2346 

155,3 

2266 


XX= Color Code, 22 means Light Grey The door width to be selected should be selected among the door options with the 

RAL 7035 and 1 1 means Black RAL 9005, the related surface dimensions. 

code is added by the customer at the order. When one of the door options is selected, it should be informed at the order with its 

selected surface. 


The number 0 from the door options stands for “doorless 
The standard door options: 

Front Door=11 , Side Door=8, Rear Door=6. 












SSmirsan 

19" rack cabinet systems 


GT SERIES MOST USED ACCESSORIES 



FIXED SHELVES 


GT SERIES CABINET MODELS 


MR.SBR60.XX 


MR.SBR80.XX 


MR.SBR100.XX 


D=600 Fixed Shelf 


D=800 Fixed Shelf 


D=1000 Fixed Shelf 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, 
the code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


SLIDING SHELVES 


GT SERIES CABINET MODELS 


Product Code 


Product Description 


GTV 

600x600 


GTV 

600x800 


GTV 

600x1000 


GTV 

800x600 


GTV 

800x1000 


GTS 

600x1000 


GTS 

800x1000 


MR.HRK60.XX D=600 Sliding Shelf 

MR.HRK80.XX D=800 Sliding Shelf 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, 
the code is added by the customer at the order. 


COLOR OPTIONS 

I I 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


HEAVY DUTY TYPE SERVER SHELVES 


GT SERIES CABINET MODELS 


Product Code 


Product Description 


GTV 

600x600 


GTV 

600x800 


GTV 

600x1000 


GTV 

800x600 


GTV 

800x800 


GTV 

800x1000 


GTS 

GTS 

600x1000 

800x1000 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, 
the code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


19” FAN MODULES 


GT SERIES CABINET MODELS 


MR.FAN20N.XX 


2fans, on/off controlled Ian module 


MR.FAN2ATXX 


21ans, analog thermostat controlled fan module 


MR.FAN40N.XX 


4fans, on/off controlled Ian module 


MR.FAN4ATXX 


4fans, analog thermostat controlled Ian module 


MR.FAN60N.XX 


61ans, on/off controlled Ian module 


MR.FAN6ATXX 


6fans, analog thermostat controlled Ian module 


MR.FAN80N.XX 


8fans, on/off controlled Ian module 


MR.FAN8ATXX 


8fans, analog thermostat controlled Ian module 


MR.FAN100N.XX lOfans, on/off controlled Ian module 


MR.FAN1 OATXX 1 0fans, analog thermostat controlled Ian module 


MR.FAN1 20N.XX 1 2fans, on/off controlled fan module 


MR.FAN1 2ATXX [1 2fans, analog thermostat controlled fan module 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, 
the code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


1U 19” HOOK ORGANIZER 


GT SERIES CABINET MODELS 


MR.OKP1 U19.XX 1 U 1 9” cable organizer panel with 5 hooks 

XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, 
the code is added by the customer at the order. 


COLOR OPTIONS 


Server Fixed Shelf 
Server Sliding Shelf 


MR.SRS100.XX 


MR.SRH100.XX 


Product Code 


Product Description 


GTV 

600x600 


GTV 

600x800 


GTV 

600x1000 


GTV 

800x600 


GTV 

GTV 

800x800 

800x1000 


GTS 

GTS 

600x1000 

800x1000 


GTV 

600x800 


GTV 

600x1000 


GTV 

800x600 


GTV 

800x800 


GTV 

800x1000 


GTS 

GTS 

600x1000 

800x1000 


Product Code 


Product Description 


GTV 

600x600 


GTV 

600x800 


GTV 

600x1000 


GTV 

800x600 


GTV 

800x800 


GTV 

800x1000 


GTS 

GTS 

600x1000 

800x1000 


RAL 7035 LIGHT GREY RAL 9005 BLACK 
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VERTICAL CABLE MANAGEMENT 


ORGANIZERS 

GT SERIES CABINET MODELS 

Product Code 

Product Description 

GTV 

600x600 

GTV 

600x800 

GTV 

600x1000 

GTV 

800x600 

GTV 

800x800 

GTV 

800x1000 

GTS 

600x1000 

GTS 

800x1000 

MR.ODK22U.XX 

22U Vertical Cable Organizer 




• 

• 

• 


• 

MR.ODK26U.XX 

26U Vertical Cable Organizer 




• 

• 

• 


• 

MR.ODK32U.XX 

32U Vertical Cable Organizer 




• 

• 

• 


• 

MR.ODK36U.XX 

36U Vertical Cable Organizer 




• 

• 

• 


• 

MR.ODK40U.XX 

40U Vertical Cable Organizer 




• 

• 

• 


• 

MR.ODK42U.XX 

42U Vertical Cable Organizer 




• 

• 

• 


• 

MR.ODK46U.XX 

46U Vertical Cable Organizer 




• 

• 

• 


• 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, 
the code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


19” SIDE MOUNTING APPARATUS 


GT SERIES CABINET MODELS 


Product Code 

Product Description 

GTV 

GTV 

GTV 

GTV 

GTV 

GTV 

GTS 

GTS 

600x600 

600x800 

600x1000 

800x600 

800x800 

800x1000 

600x1000 

800x1000 

MR.YNK60.ZN 

D=600 horizontal support bar, galvanized 

• 



• 





MR.YNK80.ZN 

D=800 horizontal support bat galvanized 


• 



• 




MR.YNK100.ZN 

D=1 000 horizontal support bat galvanizec 



• 



• 

• 

• 

MR.YNC.ZN 

horizontal mounting rail, galvanized 


• 

• 


• 

• 

• 

• 


PLUG MODULES 


GT SERIES CABINET MODELS 


Product Code 

Product Description 

GTV 

600x600 

GTV 

600x800 

GTV 

600x1000 

GTV 

800x600 

GTV 

800x800 

GTV 

800x1000 

GTS 

600x1000 

GTS 

800x1000 

MR.PRZ1U6S.SC 

1 U 1 9” 6 sockets plug with fuse 

• 

• 

• 

• 

• 

• 

• 

• 


CASTER GROUP 


GT SERIES CABINET MODELS 


Product Code 

Product Description 

GTV 

600x600 

GTV 

600x800 

GTV 

600x1000 

GTV 

800x600 

GTV 

800x800 

GTV 

800x1000 

GTS 

600x1000 

GTS 

800x1000 

MR.TKR5525 

Free standing type caster group, 

(2 with brakes) 

• 

• 

• 

• 

• 

• 




FIXING HARDWARE 


GT SERIES CABINET MODELS 


Product Code 

Product Description 

GTV 

600x600 

GTV 

600x800 

GTV 

600x1000 

GTV 

800x600 

GTV 

800x800 

GTV 

800x1000 

GTS 

600x1000 

GTS 

800x1000 

MR.KFS20 

M6cage nut set 1 set= 20pcs. 

• 

• 

• 

• 

• 

• 

• 

• 

MR.KFS50 

M6cage nut set 1 set= 50pcs. 

• 

• 

• 

• 

• 

• 

• 

• 
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SSmirsan 

19” rock cabinet systems 


GT SERIES 
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n 

GT CL FREE _STANDING CABINET 


c 


INDEPENDENT COMPA RTMENT 

GT Series Co-Location cabinets are 
designed for hosting and housing 
applications by multiple and 
independent compartments. 



c 


* 

c 


y 

c 


ipartment is independent of 
each other and has separate doors. 

DIVERSE USERS 

Cabinets are designed for housing 
separate server equipments of diverse 
users in the same cabinet but in 
separate, independent compartments. 


DIFFERENT LOCKS 

When indicated in the order, 
differently encoded locks may be 
used for each compartment. 



J 


They own all of the features of GT 
Series cabinets. 


I 



GT SERIES CO-LOCATION FREE STANDING CABINET W=610mm D=100mm 



RAL 7035 LIGHT GREY RAL 9005 BLACK gg 




SSmirsan 

19” rock cabinet systems 


WT SERIES 

NETWORK 

WALL TYPE CABINET 
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WT Series NETWORK Wall Type Cabinets 

are designed for small or medium sized 
network installation requirements. 

All types of 19” equipments of all 
trademarks and models are readily 
housed by keeping them in connection 
with each other, within said professional, 
wall type network cabinets. 

Thanks to its mountable structure to the 
wall, it may be easily used in cases where 
space is limited. 


AESTHETIC ViEW 

It presents an aesthetic view by means 
of its robust appearance, aluminum 
frame, and elegant and decorative 
structure of its front glass door. 

It adds value to the ambient in which 
it is installed by its appearance and 
application. 


DURABLE PROFILES 

Main carcass profiles clinched at the 
upper and lower chassis of the steel 
construction of the cabinet adds 
maximum soundness and resistance. 



t9"rack cabinet systems WALL TYPE CABINET 


MOUNTED DISPATCH 


WT Series NETWORK wall cabinets are 
delivered mounted, as one-piece and 
pursuing safety of the transportation. 


STANDARDS AND COMPLIANCES 


)08 Quality Management System 


IEC 297-1, 19” mounting standard 


IEC 297-2, Overall cabinet dimensions 


TSEN 61587-1 Standard. 


Environment Friendly 


%100 recyclable. 


C € © ^ 



DIVERSE OPTIONS OF SAFE CONSTRUCTION 

DEPTH AND HEIGHT 

It offers 10 different size options in total with 
two different depth dimensions 
(450mm-560mm) and 5 different U heights 
(7U-9U-12U-16U-20U). It provides solutions 
in optimum volume and cost, meeting all 
such needs. 


All of the front and side door options 
own barrel locking system. 




ADJUSTABLE DEPTH 

Standard cabinet is delivered having 1 set 
and 2 device installation rails mounted 
thereon. Device installation rails enable 
the depth adjustments of the devices to 
be applied into the cabinet. 


U BRANDING 

U branding is performed on the device 
installation rails of the cabinet, by 
automatic serigraphy machine. 

U branding helps indexing of the 
devices housed in the cabinet as well as 
facilitates installation thereof. 


ADDITIONALITY 

In cases where devices with 4 points 
connections or racks with 4 points 
connections are to be used inside the 
cabinet, an additional 1 set device 
installation rail may be ordered and 
installed in addition to the standard 2 
device installation rails. 


19” rack cabinet systems WT WAUJYPE CABINET 


ACTIVE/PASSIVE 
VENTILATION 

By attaching ventilation module with 2 
fans maximum to the ventilation hole at 
the upper chassis of the cabinet, active 
ventilation is achieved. 

If no fan module is attached these 
ventilation holes enable air circulation 
inside the cabinet and discharging of 



MULTI DIRECTIONAL 
CABLE INLET 

By means of 145mm x 70mm cable inlet 
holes at the upper, lower and rear door 
of the cabinet, it provides cable inlet 

at 3 directions which in turn facilitates 

installation. 


SAFE CABLE INLET 

Thanks to the rubber edged cable entry 
module, movable for 0-50 mm and with 
sliding compression system incoming 
cables are compressed safely whereas 
dust is reduced inside at maximum 
levels. 


DISPLACEABLE HOLE 
MODUL ES 

Standard cabinet is delivered with 1 
rubber edged cable entry module for 
cable inlet and 2 PVC doors, installed 
thereon. 

PVC lids and rubber edged cable entry 
module may be easily displaced and 
attached to the desired hole, according 
to the cable inlet direction. 



GROUND CONTACT 


MULTI DIRECTIONAL 
ACCESSABILITY 


Enabling 3 directional access at wall type 
applications, 4 directional access at free 
standing applications, 4 directional access 
at wall type with attached body applications, 
it facilitates installation and maintenance. 


AVAILABLE STOCKS 
ALL THE TIME 

As standard white cabinets are produced in 
a continuous flow system, they are readily 
present in adequate amounts at stocks. 


Bottom corners of the cabinet bear 4 PVC feet 
modules of 10mm height. 

By means of these PVC feet modules, narrow 
and short free standing cabinets are available 
for use on the ground or below tables. 

If required, free standing applications may be 
used with a caster group provided optionally. 


Door and color options are manufactured 
upon demand and delivered afterwards. 



SSmirsan 

19” rock cabinet systems 


WT WALL TYPE CABINET 


FRONT DOOR MODEL SIDE DOOR MODEL 

Front door model for standard Wal I Type Standard door model for the WALL type 

cabinets is II length glass dooi model cabinets are detachable, metal models, 

with aluminum extrusion frame. 

Easily detachable side doors have barrel 
Glass front door with a barrel locking system, 

mechanism is 4mm, tempered, smoothed, 
antistatic, smoke-colored and has high 
resistance against fractures. 

It presents a decorative and aesthetic view 
with its extruded aluminum frame and 
colored glass strips. 


Front glass door with spring Loaded hinge 
system provides ease of use and 
installation by being detached and 
reinstalled without use of any tool and 
opening direction of which may be easily 



96 





COMFORTABLE AND 

REAR DOOR MODEL EASY INSTALLATION 


Rear door model for standard Wall Type Thanks to the bracket type rear door features, inner 
cabinets is of iracket type. installation of the cabinets may be performed mostly 

on the ground or in other available spaces providing 
As the bracket type rear door model is used comfort. 

as the istallation carcass for wall mounting 

applications, it may be easily fixed to the Cabinet may be mounted to the wall following the 
wall. inner installation performed on the ground. 


After fixing the rear door to the wall, cabinet 
is fixed to the wall by being hooked onto the 
rear door. 

Bracket type rear door has a mechanically 
lockable structure by being fixed to the lower 
chassis by means of a screw via 2 installation 
holes found at the top and bottom. 


HIGH ALTITUDES, LOW RISK 

The fact that the cabinet is mounted onto the wall 
following an installation on the ground prevents 
potential work accidents otherwise happening at high 
altitudes and thereby and effort 

and maximizes efficiency. 
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Wrack cabinet systems ^ 600 x 450 WALL TYPE CABINET 

width W: _600 mm 
DEPTH D: 450mm 



COLOR OPTIONS 

RAL 7035 LIGHT GREY RAL 9005 BLACK LOADING CAPACITY ! 80kg 
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EXPLODED VIEW 


depth D: 450 


W=145mm x D=70mm Rubber 
edged cable entry point 












SSminsan 


CONSTRUCTION DRAWINGS 


width W: 600 

mm 

depth D: 450 

mm 


m 











WT SERIES WORK WALL TYPE CABINETS W=600mm D=450mm 



XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL When one of the door options is selected, it should The standard door options: 

9005, the code is added by the customer at the order. be informed at the order with its selected surface. Front Door=1 (Glass Door), Rear Door=1 (Bracket Type Door). 
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SSmirsan 

19" rock cabinet systems 

| width W: _600 mm 
DEPTH D: 560mm 


WT 600x560 W ALL TYPE CABINET 



COLOR OPTIONS 

RAL 7035 LIGHT GREY RAL 9005 BLACK LOADING CAPACITY ! 80kg 
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SSmirsan 

19” rock cabinet systems 

CONSTRUCTION DRAWINGS 


WT 0 x 560 WALL TYPE CABINET 

width W: 600 mm 


DEPTH D: 5( 


mm 






DOOR OPTIONS 



Product Code 


Product Description 


depth D: 56' 


WT SERIES WORK WALL TYPE CABINETS W=600mm D=560mm 


7U W=600mm D=560mm Wall Type NETWORK 


9U W=600mm D=560mm Wall Type NETWORK 


12U W=600mm D=560mm Wall Type NETWORK 


16U W=600mm [t560mm Wall Type NETWORK 


20U W=600mm D=560mm Wall Type NETWORK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL When one ot the door options is selected, it should The standard door options: 

9005, the code is added by the customer at the order. be informed at the order with its selected surface. Front Door=1 (Glass Door), Rear Door=1 (Bracket Type Door). 






SSmirsan 

19” rock cabinet systems 


DOUBLE SECTION FOR WT WALL TYPE CABINETS 


WIDTH W: 

6 mm 

DEPTH D: 

mm 



COLOR OPTIONS 



RAL 7035 LIGHT GREY RAL 9005 BLACK 


LOADING CAPACITY: 80kg 
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Double Section modules are adaptable to all Network Series 
Wall Type Cabinets. 



ADDITIONAL CAPACITY MULTI DIRECTIONAL CABLE INLET 


Additional dept capacity of 150mm 
provided by the Network Series Wall Type 
Cabinets allows housing of cable harness. 

Equipments, conforming with 19” 
installation and of 70 mm depth, may be 
attached inside. 


By means of 2 brushed cable entry 
modules of W=145mm x D=70mm found 
on the top and bottom, and 1 cable inlet 
hole of W=145mm x D=70mm found at 
the back, it allows multi directional cable 
inlet. 
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CONSTRUCTION DRAWINGS 
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SIDE VIEW 
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Product Code 


Product Description 


MR.EKG07U.XX 

7U W=600mm D=150mm DOUBLE SECTION 

7U 

600x150x409 

19” 

300 

& 

CO 

655x200x435 

MR.EKG09U.XX 

9U W=600mm D=150mm DOUBLE SECTION 

9U 

600x150x498 

19” 

389 

418 

655x200x525 

MR.EKG12U.XX 

1 2U W=600mm D=150mm DOUBLE SECTION 

12U 

600x150x631 

19” 

522 

551 

655x200x655 

MR.EKG16U.XX 

1 6U W=600mm D=150mm DOUBLE SECTION 

16U 

600x150x809 

19” 

700 

729 

655x200x835 

MR.EKG20U.XX 

20U W=600mm D=150mm DOUBLE SECTION 

20U 

600x150x986 

19” 

878 

906 

655x200x1015 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 














SSmirsan 


19” rock cabinet systems 


WT SERIES 

ECO 

WALL TYPE CABINET 
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WjE wall type cabinet general features 


STANDARDS AND COMPLIANCES 


IS09001 :2008 Quality Management System 
IEC 297-1, 19” mounting standard 
IEC 297-2, Overall cabinet dimensions 
>11 Standard. 


100 recyclable. 




ECONOMIC SOLUTION 

WT Series Eco Wall Type Cabinets are 
low cost wall type network cabinets. 


DECORATIVE APPEARANCE 

Colored strips located at the sides 
of the 4mm, antistatic, tempered, 
smoothed glass door having an 
extruded aluminum frame and high 
fracture resistance present a decorative 
view. 

DIVERSE OPTIONS OF 
DEPTH AND HEIGHT 

They meet all kinds of requirements 
of wall type networks with 2 different 
depth and 5 different U height options. 


GROUND CONTACT 


In free standing type applications, they may be 
used with optional pinion feet or caster group. 



in 



SSmirsan WTF WALL TYPE CABINET GENERAL FEATURES 

19 rack cabinet systems 



ACTIVE/PASSIVE 
VENTILATION 

By attaching ventilation module with 2 
fans maximum to the ventilation hole at 
the upper chassis of the cabinet, active 
ventilation is achieved. 

If no fan module is attached, these 
ventilation holes enable air circulation 
inside the cabinet and discharging of 
the hot air by passive ventilation. 


FIXED SIDE DOORS 

Since the side doors are fixed and not 
detachable, access to the cabinet is 
ensured only from the front in wall 
mounting applications and from the back 
and the front in free standing applications. 


ADJUSTABLE DEPTH 
DEVICE INSTALLATION RAIL S 

Standard cabinet is delivered having 
1 set and 2 device installation rails 
mounted thereon. Device installation 
rails enable the depth adjustments of the 
devices to be applied into the cabinet. 
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MULTI DIRECTIONAL 
CABLE INLET 

By means of 145mm x 70mm cable inlet 
holes at the upper, lower and rear door 
of the cabinet, it provides cable inlet 
at 3 directions which in turn facilitates 
installation. 


SAFE CABLE INLET 

Thanks to the ubber edgec cable entry 
module, movable for 0-50 mm and with 
sliding compression system, incoming 
cables are compressed safely whereas 
dust is reduced inside at maximum 
levels. 



BRACKET TYPE REAR DOOR 


Rear door model for standard wall type 
cabinets is of bracket type. 

As the bracket type rear door model is used 
as the installation carcass for wall 
mounting applications, it may be easily 
fixed to the wall. 


After fixing the rear door to the wall, cabinet 
is fixed to the wall by being hooked onto 
the rear door. 

Bracket type rear door has a mechanically 
lockable structure by being fixed to the 
lower chassis by means of a screw via 
2 installation holes found at the top and 
bottom. 
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SSmirsan wtF WALL TYPE CABINET W=600mm D=450mm/560mm 

19 rack cabinet systems 


WIDTH 

W: 6( mm 

DEPTH 

D: 450/560mm 



COLOR OPTIONS 



RAL 7035 LIGHT GREY RAL 9005 BLACK 
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LOADING CAPACITY : 80kg 






EXPLODED VIEW 


depth D:450/560i 


W=145mm x D=70mm Rubber 
edged cable entry point 


W=145mm x D=70mm 
PVC closure cover 



SSmirsan 


19” rack cabinet systems 


WjE WALL TYPE CABINET W=600mm D=450mm 



CONSTRUCTION DRAWINGS 


WIDTH W: 00m 
DEPTH D: 450m 
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WT SERIES WALL TYPE CABINETS W=600mm D=450mm 


Product Code 


Product Description 


MR.WTE07U45.XX 

7U W=600mm D=450mm Wall Type ECO 

7U 

600x450x423 

19” 

276 

343 

620x470x450 

1 

17 

18,4 

20 

1100x1300x2400 

390 

MR.WTE09U45.XX 

9U W=600mm D=450mm Wall Type ECO 

9U 

600x450x512 

19” 

365 

432 

620x470x540 

1 

19 

20,3 

16 

1100x1300x2280 

347 

MR.WTE12U45.XX 

12U W=600mm D=450mm Wall Type ECO 

12U 

600x450x645 

19” 

498 

565 

620x470x670 

1 

23 

24 

12 

1100x1300x2150 

310 

MR.WTE16U45.XX 

16U W=600mm D=450mm Wall Type ECO 

16U 

600x450x823 

19” 

676 

743 

620x470x850 

1 

27 

29 

10 

1100x1300x2450 

312 

MR.WTE20U45.XX 

20U W=600mm D=450mm Wall Type ECO 

20U 

600x450x1000 

19” 

856 

920 

620x470x1030 

1 

32 

33,3 

8 

1100x1300x2250 

288 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL When one ot the door options is selected, it should The standard door options: 

9005, the code is added by the customer at the order. be informed at the order with its selected surface. Front Door=1 (Glass Door), Rear Door=1 (Bracket Type Door) 












WJE WALL TYPE CABINET W=600mm D=560mm 



BOTTOM VIEW 


WT SERIES WALL TYPE CABINETS W=600mm D=560mm 



MR.WTE07U56.XX 

7U W=600mm D=560mm Wall Type ECO 

7U 

600x560x423 

19” 

276 

343 

620x580x450 

1 

19,5 

20,5 

20 

1200x1300x2400 

436 

455 

MR.WTE09U56.XX 

9U W=600mm D=560mm Wall Type ECO 

9U 

600x560x512 

19” 

365 

432 

620x580x540 

1 

21,6 

22,7 

16 

1200x1300x2280 

390 

455 

MR.WTE12U56.XX 

12U W=600mm D=560mm Wall Type ECO 

12U 

600x560x645 

19” 

498 

565 

620x580x670 

1 

25,6 

27 

12 

1200x1300x2150 

350 

455 

MR.WTE16U56.XX 

16U W=600mm D=560mm Wall Type ECO 

16U 

600x560x823 

19” 

676 

743 

620x580x850 

1 

30,5 

32 

10 

1200x1300x2450 

346 

455 

MR.WTE20U56.XX 

20U W=600mm D=560mm Wall Type ECO 

20U 

600x560x1000 

19” 

856 

920 

620x580x1030 

1 

35,5 

37 

8 

1200x1300x2250 

322 

455 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL When one of the door options is selected, it should The standard door options: 

9005, the code is added by the customer at the order. be informed at the order with its selected surface. Front Door=1 (Glass Door), Rear Door=1 (Bracket Type Door). 
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SSmirsan 

19" rack cabinet systems 


WT SERIES MOST USED ACCESSORIES 



RACK MOUNT SHELVES 

WT SERIES CABINET MODELS 

Product Code 

Product Description 

WTN 600x450 

WTN 600x560 

WTE 600x450 

WTE 600x560 

MR.RAK1U25.XX 

1 U 19” D=250mm rack mount shelf 

• 

• 

• 

• 

MR.RAK2U35.XX 

2U 19” D=350mm rack mount shelf 

• 

• 

• 

• 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black 
RAL 9005, the code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


SLIDING SHELVES 

WT SERIES CABINET MODELS 

Product Code 

Product Description 

WTN 600x450 

WTN 600x560 

WTE 600x450 

WTE 600x560 

MR.HRK60.XX 

D=600 Sliding Shelf 


• 


• 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black CO lor OPTIONS 

RAL 9005, the code is added by the customer at the order. | ] 

This can be used when ordered as 1set:2 pcs. rails. ral 7035 light grey ral 9005 black 


CASTER GROUP 

WT SERIES CABINET MODELS 

Product Code 

Product Description 

WTN 600x450 

WTN 600x560 

WTE 600x450 

WTE 600x560 

MR.TKR5020 

Wall type caster group 

• 

• 

• 

• 


1U 19” HOOK ORGANIZER 

WT SERIES CABINET MODELS 

Product Code 

Product Description 

WTN 600x450 

WTN 600x560 

WTE 600x450 

WTE 600x560 

MR.OKP1U19.XX 

1 U 1 9” cable organizer panel with 5 hooks 

• 

• 

• 

• 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black 1 C0L0R options 

RAL 9005, the code is added by the customer at the order. j 

I RAL 7035 LIGHT GREY RAL 9005 BLACK 


19” FAN MODULES 

WT SERIES CABINET MODELS 

Product Code 

Product Description 

WTN 600x450 

WTN 600x560 

WTE 600x450 

WTE 600x560 

MR.FAN10N.XX 

Ifan, on/off controlled fan module 

• 

• 

• 

• 

MR.FAN1WIXX 

Ifan, built-in thermostat controlled fan module 

• 

• 

• 

• 

MR.FAN20N.XX 

2fans, on/off controlled fan module 

• 

• 

• 

• 

MR.FAN2WTXX 

2lans, built-in thermostat controlled fan module 

• 

• 

• 

• 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black COLOR OPTIONS 

RAL 9005, the code is added by the customer at the order. 

RAL 7035 LIGHT GREY RAL 9005 BLACK 


PLUG MODULES 

WT SERIES CABINET MODELS 

Product Code 

Product Description 

WTN 600x450 

WTN 600x560 

WTE 600x450 

WTE 600x560 

MR.PRZ1U6S.SC 

1U19” 6 sockets plug with fuse 

• 

• 

• 

• 


FIXING HARDWARE 

WT SERIES CABINET MODELS 

Product Code 

Product Description 

WTN 600x450 

WTN 600x560 

WTE 600x450 

WTE 600x560 

MR.KFS20 

M6cage nut set and mounting 
screws, 1set=20pcs. 

• 

• 

• 

• 
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SSmirsan 

19” rock cabinet systems 

WT SERIES 

RESIDENTIAL 


WALL TYPE CABINET 



WT WALL TYPE CABINET 


STANDARDS AND COMPLIANCES 


IS09001 :2008 Quality Management System 


IEC 297-1, 19” mounting standard 


IEC 297-2, Overall cabinet dimensions 


TSEN 61587-1 Standard. 


Environment Friendly 


%1 00 recyclable. 




FIELD OF USE 

WT Series Residential cabinets are 
used in residential network and 
electronics infrastructure services. 


AESTHETIC ViEW 


With the extruded aluminum glass 
frame and PVC band forum thereon, 
they present a decorative and 
professional appearance in its place. 


REDUCED DEPTH 


By the reduced depth and easily 
installable structure it facilitates 
installation and usage. 




Semirsan 


19” rack cabinet systems 


WT WALL TYPE CABINET 


19” STRUCTURE 

To the inner 2, 19”device installation 
rails, 19” devices and equipments with a 
reduced depth may be attached. 
Optionally, galvanized coating mounting 
plate may be preferred. 


ADJUSTABLE DEPTH 
DEVICE INSTALLATION RAIL S 

Device installation rails are adjustable 
throughout the depth of the cabinet. 


ERGONOMIC 


(It 


Spring Loaded hinges of the front door 
allows changing the opening direction 
from left to right, or vice versa. 


PASSIVE VENTILATION MULTI DIRECTIONAL CABLE INLETS 


By means of the passive ventilation slots on 
the upper and lower chassis, air circulation 
inside the cabinet is ensured. 


Totally 6, 30mm x 76,5mm and 6, 28mm diameter 
breakable rooms for cable inlets are found on the 
upper and lower chassis of the cabinet. 



GLASS DOOR MOUNTED DISPATCH 

Glass front door module with a barrel 
locking mechanism is 4mm, antistatic, 
tempered, smoothed, and has high 
resistance against fractures. 


They are delivered mounted, as 
one-piece. 
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SSmirsan WT WALL TYPE CABINET W=600mm D=150/300mm 

19 rack cabinet systems ' 


WIDTH 

Wi 6* mm 

DEPTH 

D: 1 50/300mm | 



COLOR OPTIONS 

ral 9005 black LOADING CAPACITY ! 80kg 
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SSmirsan 


19” rack cabinet systems 


WT WALL TYPE CABINET W=600mm D=150mm 


CONSTRUCTION DRAWINGS 


WIDTH \ 

V: lOmr 

n 

DEPTH [ 

): 150m, 

n 




« 


IHMmWMMMflMWMtt 


1 I T I f— 

o o o o o o 



t# 



Product Code 

Product Description 

E 

ro' ' 

M 

-CZ 

Product II 

Dimensions II 

WxDxH (mm) || 

Width: 

Between Rails 1 

1 

h Measurement 1 
(mm) 

Package 

Dimensions 

WxDxH 

Number in the 1 

Package (pcs) 1 

Product Net 1 

Weight (kg) 1 

, . "o) 

“O 

s 

a3^S 

-Oh — - 

E= 

Pallet Dimen- || 

sions WxDxH II 

Pallet 1 

Weight (kg) | 

DEPTH: 
Between rail 
and rear panel 
(mm) 
















MR.WTR06U15.XX 

6U W=600mm D=1 50mm Wall Type RESIDENTIAL cabinet 

6U 

600x150x360 

19” 

207 

620x170x395 

1 

7,3 

8,2 

60 

1000x1320x2460 

500 

MR.WTR09U15.XX 

9U W=600mm D=1 50mm Wall Type RESIDENTIAL cabinet 

9U 

600x150x494 

19” 

340 

620x170x525 

1 

9,7 

10,6 

48 

1000x1250x2160 

530 

MR.WTR12U15.XX 

12U W=600mm D=150mm Wall Type RESIDENTIAL cabinet 

12U 

600x150x627 

19” 

473 

620x170x660 

1 

12,8 

13,7 

24 

680x1250x2280 

345 


XX=Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL I When one of the door options is selected, it should I Standard cabinet: Front Door=1 (glass door) 


9005, the code is added by the customer at the order. 


be informed at the order with its selected surface. 






CONSTRUCTION DRAWINGS 


WTf WALL TYPE CABINET W=600mm D=300mm 


WIDTH \ 

V: 'Om 

DEPTH [ 

300m 













oSmirsan 

19” rack cabinet systems 


MR. SOHO 

WALL TYPE CABINET 


128 



129 


jmirsan 

19” rock cabinet systems 


MR. SOHO CABINET GENERAL FEATURES 


MR. SOHO cabinets are simple, small sized wall type network installation 
solutions with low cost, aesthetic appearance and robust structure. 



AESTHETIC VIEW 

It accords with the environment it is applied by 
the aesthetic and decorative appearance. 

Front glass door is 4mm, smoke-colored, 
antistatic, smoothed, tempered and has a high 
resistance against fracture. It presents full 
length and locked structure. 


ERGONOMICS 

Opening direction of the front door with cylindrical 
barrel locking may be easily changed. 

Glass door module owns a special u type thread 
hinge system. 


WRAPPING OPTIONS 


Might be delivered mounted or demounted. 



FIELD OF USE 


Offices (home, work), Departments 

(banks, government departments), INTENDED USE 

Schools, Hospitals, Factories. 

Assembly and installation of small systems. 
Intermediary distribution frame 
Network floor distributions 











jmmsan 


19” rack cabinet systems 


MR. SOHO CABINET GENERAL FEATURES 



ACTIVE/PASSIVE VENTILATION OPTIONS 

By attaching ventilation module with 2 fans maximum to 2 ventilation holes at the 
upper chassis of the 19” cabinets, active ventilation is achieved. 

In cases where no fan module is attached, these holes enable ventilation of the 
cabinet by passive ventilation. 


ALTERNATIVE CABLE INLETS 


A cable entry hole is provided on each of the upper and lower chassis for cable inlets. 
One of these holes houses a cable passage brush whereas the other houses a PCV lid. 
Cable passage brush may be displaced and cable inlet is enabled wherever desired and 
dust inlet is minimized during entrance of the cables thanks to the brushed structure. 



DEVICE INSTALLATION RAILS 


INTERNAL VOLUME 


Device installation rails are movable across 
the depth of the cabinet and fixed at the 
desired depth according to the devices to 
be used inside the cabinet. Internal space is 
used in this way, with maximum 

Thanks to the on the 

device installation rails, cabling of the 
devices is managed professionally in an 
ordered manner. 


It meets all cabling requirements of the 
network equipments such as Switch, 
Router, Patch Panel, Plug and etc. 


jmmsan 

19" rack cabinet systems 


MR. SOHO CABINET GENERAL FEATURES 


MODULAR STRUCTURE 

All demounted SOHO cabinets are wrapped as one-piece, demounted and 
pursuing safety of the transportation. 



"Smirsan 

19 " rack cabinet systems 


nrursanrack.com 


DEMOUNTED DELIVERY 
ADVANTAGE 


DEMOUNTED COST 
ADVANTAGE 


Demounted wrapping option provides Demounted wrapping option saves space by 
savings in dispatch and stocking costs. 75% in dispatch and stocking thereby providing 

cost advantage by 75%. 





INSTALLATION ON TABLE 


Owing to the easily mountable design of the 
wall type cabinet, installation of the cabinet may 
be easily achieved on the floor of on the table. 
Installation technicians carry out the work in a 
comfortable manner. 


Cabinet may be hanged onto the wall by hooking 
onto the rear door previously mounted on the 
wall, after completion of the inner installation. One 
technician is sufficient for mounting onto the wall 
within a short period, thanks to its easily 
installable structure. 
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jmirsan 


19” rock cabinet systems 


MR. SOH0 19” WALL TYPE CABINET 




COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


LOADING CAPACITY : l kg 









Utype screw hinge 


W=145mm x D=70mm 
Brushed cable entry point 


Bracket type 
rear door 


W=145mmxD=70mm 
PVC Cable entry closure cover 
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r Jmirsan 

19” rock cabinet systems 


CONSTRUCTION DRAWINGS 


MR. SOHO 19” WALL TYPE CABINET 


V 

Vi mm 

[ 

y. ■ 

mm 







REAR VIEW 





535 

TOP VIEW 





ISOMETRIC VIEW 


MR. SOHO 19” WALL TYPE CABINETS W=535mm D=300mm / 400mm 


Product Code 

Product Description 

s 


Product 
Dimensions 
WxDxH (mm) 

Width: 

Between Rails 

Ah Wall 
Mounting Hole 
Gaps (mm) 

!_ 


Package 

Dimensions 

WxDxH 

(mm) 


^Number in 


Product Net 
Weight (kg) 

Product 
Gross 
Weight (kg) 

Number on the 

Pallet (pcs) 

Pallet 

Dimensions 

WxDxH 

(mm) 


"5> 

M 

Depth: Between 
Rail and Rear 
Panel (mm) 

MR.SOH07U30DE.XX 

7U W=535mm D=300mm Unassembled SOHO 

7U 

535x300x350 

19” 

253 

314 

580x440x85 

1 

8,5 

9,5 

60 

1000x1200x1550 

605 

245 

MR.SOH07U40DE.XX 

7U W=535mm D=400mm Unassembled SOHO 

7U 

535x400x350 

19” 

253 

314 

580x440x85 

1 

9,5 

10,5 

60 

1000x1200x1550 

665 

290 

MR.SOH09U40DE.XX 

9U W=535mm D=400mm Unassembled SOHO 

9U 

535x400x440 

19” 

342 

403 

580x455x105 

1 

11,2 

12,2 

60 

1000x1200x1850 

770 

290 

MR.SOH12U40DE.XX 

12U W=535mm D=400mm Unassembled SOHO 

12U 

535x400x572 

19” 

475 

536 

615x545x105 

1 

13,6 

14,6 

60 

1150x1250x1850 

910 

290 

MR.SOH07U30MN.XX 

7U W=535mm D=300mm Unassembled SOHO 

7U 

535x300x350 

19” 

253 

314 

550x430x400 

1 

8,5 

9,5 

20 

1000x1200x2270 

225 

245 

MR.SOH07U40MN.XX 

7U W=535mm D=400mm Unassembled SOHO 

7U 

535x400x350 

19” 

253 

314 

550x430x400 

1 

9,5 

10,5 

20 

1000x1200x2270 

245 

290 

MR.SOH09U40MN.XX 

9U W=535mm D=400mm Unassembled SOHO 

9U 

535x400x440 

19” 

342 

403 

550x430x450 

1 

11,2 

12,2 

16 

1000x1200x2070 

230 

290 

MR.SOH12U40MN.XX 

12U W=535mm D=400mm Unassembled SOHO 

12U 

535x400x572 

19” 

475 

536 

550x430x630 

1 

13,6 

14,6 

12 

1000x1200x2150 

210 

290 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 









_ 


CONSTRUCTION DRAWINGS 


D=400 


width W : *35 mm 

D: mm 



D=300 



535 



535 
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MR. SOHO MOST USED ACCESSORIES 


RACK MOUNT SHELVES 

MR. SOHO CABINETS 

Product Code 

Product Description 

MR. SOHO 535x300 

MR. SOHO 535x400 

MR.RAK1U20.XX 

1 U D=200mm Rack Mount Shelf 

• 

• 

MR.RAK1U25.XX 

1 U D=250mm Rack Mount Shelf 


• 

MR.RAK1U30.XX 

1 U D=300mm Rack Mount Shelf 


• 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the COLOR OPTIONS 

code is added by the customer at the order. I 1 

RAL 7035 LIGHT GREY RAL 9005 BLACK 


1U19” HOOK ORGANIZER 

MR. SOHO CABINETS 

Product Code 

Product Description 

MR. SOHO 535x300 

MR. SOHO 535x400 

MR.OKP1U19.XX 

1 U 1 9” cable organizer panel with 5 hooks 

• 

• 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the COLOR OPTIONS 

code is added by the customer at the order. I I 

RAL 7035 LIGHT GREY RAL 9005 BLACK 



XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the 
code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


PLUG MODULES 

MR. SOHO CABINETS 

Product Code 

Product Description 

MR. SOHO 535x300 

MR. SOHO 535x400 

MR.PRZ1U6S.SC 

1 U 1 9” 6 sockets plug with fuse 

• 

• 


FIXING HARDWARE 

MR. SOHO CABINETS 

Product Code 

Product Description 

MR. SOHO 535x300 

MR. SOHO 535x400 

MR.KFS20 

M6cage nut set and mounting 
screws, 1 set= 20pcs. 

• 

• 







D 


jmirsan 


19” rock cabinet systems 


MR. SOH0 10” WALL TYPE CABINET 


width W: 306 mm 

D: mm 



COLOR OPTIONS 



RAL 7035 LIGHT GREY RAL 9005 BLACK 


LOADING CAPACITY : k. 







- 


EXPLODED VIEW 


\ 

Vi 36mm 

[ 

3: mm 



W=145mmxD=70mm 
Brushed cable entry point 


Bracket type 
rear door 


locking system 


W=145mmx D=70mm 
PVC Cable entry closure cover 


MR. SOHO 10” WALL TYPE CABINETS W=312mm D=300mm 


Product Code 


Product Description 

c= 


Product 
Dimensions 
WxDxH (mm) 

Width: 

Between Rails 


IL 

x=i! 

r 


Package 

Dimensions 

WxDxH 

(mm) 


Number in 
the Package 

fDCSl 


Product 

Gross 

Weight (kg) 


Product Net 
Weight (kg) 

d o 
°3 

ii 

=30- 

Pallet Dimen- 
sions WxDxH 
(mm) 

3 

M 

Depth: Between 
Rail and Rear 
Panel (mm) 

MR.SOH06U30DE.XX 

6U W=312mm D=300mm Unassembled SOHO 

6U 

306x300x305 

10” 

270 

345x315x90 

1 

4,8 

5,4 

135 

1200x1000x1620 

765 

245 

MR.SOH06U30MN.XX 

6U W=312mm D=300mm Assembled SOHO 

6U 

306x300x305 

10” 

270 

325x315x350 

1 

4,8 

5,4 

45 

1200x1000x2020 

280 

245 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 
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MR. SOH0 10” WALL TYPE CABINET 




W: 

mm 


D: 

300mm 







MOST USED ACCESSORIES 



8 PORT PATCH PANEL 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight 

f 

Number in 
the Package 
(pcs) 

D tir 

(mm) 

Box Gross 
Weight (kg) 

MR.10P8P1U.01 

1 U 10” patch panel, empty RJ45 
compatible 

254x12x44 

265x20x50 

0,27 

0,31 

66 

560x425x122 

21,5 


This is a 8 pcs. of RJ45 compatible empty patch panel with 1 U height and 1 0” depth. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


1U D=1 50 SHELF Yuk ta§ima kapasitesi: 5kg 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight 

m 

w 

Number in 
the Package 
(pcs) 

"Ar 

(mm) 

Box Gross 
Weight (kg) 

MR.RAK1U15.XX 

1 U 1 0” D=150mm shelf module 

254x150x44 

270x165x50 

0,37 

0,45 

32 

545x425x400 

15,5 


This is the cabinet shelf made of metal with 1U height and 10” depth with ventilation slots, and is used to color options 
carry small network devices such as modems. | j 

RAL 7035 LIGHT GREY RAL 9005 BLACK 


1U BLANK PANEL 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 

W 

Gras? 

(kf 

Number in 
the Package 
(pcs) 

Box 

Dimensions 

WxDxH 

(mm) 

Box Gross 
Weight (kg) 

MR.10PKV1U.XX 

1 U 1 0” screw type blank panel 

254x12x44 

265x20x50 

0,31 

0,35 

66 

560x425x122 

24 


This is the solid surface blank panel with 1 U height and 10” depth which is used to cover the empty or spare U color options 
sections and to provide a good appearance. | ] 

I ISAL i®i5 LIGHT GREY RAL 9005 BLACK 



ORGANIZER WITH 3 HOOKS 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight 

m 

Product 

Gross 

V 

Number in 
the Package 
(pcs) 

Box 

Dimensions 

(mm) 

Box Gross 
Weight (kg) 

MR.OKP1U10.XX 

1 U 10” cable management panel, 

3 pcs. Hook 

254x42x44 

260x50x50 

0,21 

0,25 

64 

545x425x400 

17,5 


This is the horizontal cable organizer made of metal with 1 U height and 10” depth having 3 pcs. of 44x30 mm COLOR OPTIONS 
hooks on. 1 ' H HK: i 1 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


1/2U BRUSHED ORGANIZER 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 

W 

r Product"! 

Gross^ 

Number in 
the Package 
(pcs) 

n- B0X . 

Dimensions 

WxDxH 

(mm) 

Box Gross 
Weight (kg) 

MR.OFBYU10.XX 

1/2U 19” simple type, brushed cable 

254x12x22 

265x20x50 

0,07 

0,11 

66 

560x425x122 

8,5 


organizer panel, patchcord entry hole 






This is the cable organizer made of metal with (1/2)U height, 10” depth with a cable entry hole. 


COLOR OPTIONS 


i i 

RAL 7035 LIGHT GREY 


RAL 9005 BLACK 


3 PLUGS GROUP SOCKET MODULE 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight 
(kg) 

Gross 

Weight 

Number in 
the Package 
(pcs) 

[%] 

Box Gross 
Weight (kg) 

MR.10PRZ1 U30.SC.XX 

1 U 10” mounting base, 3 plugs PVC 
group socket module, on/off switch 

254x100x44 

270x165x50 

0,6 

0,7 

14 

560x425x122 

11 


This is 3 Sockets PVC Plug module with a mounting base made of metal with 1U height and 10” depth. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY 


RAL 9005 BLACK 
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SSminsan 

19” rock cabinet systems 


MR. SLIM 

WALL TYPE CABINET 



146 


MR. SLIM CABINET GENERAL FEATURES 


Mr. Slim Cabinets are network distribution 
cabinets, suitable for 19” devices which are 
installable on the , on the or at the ceiling 
in places where easy access and decorative 
appearance is of importance. 


ROBUST STRUCTURE 

Thanks to its high resistance frame structure, it 
presents high capacity of protection and carriage as 
required by the devices therein. 



WIDE CABLING AREA 

It presents an internal volume sufficient for all In case of intense cabling, it enables easy and 

cabling requirements of (3U + 5U) 8U network ordered organization of the cables thanks to the 

equipments that might be housed at maximum. frequent slots and nails. 

In total 3, breakable rectangular cable holes - 2 for 
70mm x 100mm and 1 for 50mm x 100mm - are 
provided for multi cable inlets. 
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19” rack cabinet systems l\/l R ■ SLIM CABINET GENERAL FEATURES 


ERGONOMICS 

It allows the door to be fixed during the application thereby providing a peaceful work space thanks to 
its high resistance hinge system and mechanical stopper of the front cover. 


Movable 3U rails are attached by wing nuts providing an easy adjustment in the place without 
requiring use of a tool. 



FIELD OF USE REASON FOR PREFERAN CE 


Offices (home, work) 

Departments (banks, government 
departments) 

Receptions (Hotels, Hospitals) 
Stores, markets 
Houses (villas, flats) 
Presentation, meeting rooms 
Restaurants, theaters 


It adds prestige to the places where 
installed with easy access, reduced bulk 
and professional appearance compared 
to the conventional cabinet structures. 



EASY ACCESS ONE-PIECE MOUNTED STRU CTURE 

By means of its widely opening upper cover it As delivered mounted, one-piece, it may be 

enables access to the devices therein from the readily put into use without need of an 

front, rear and sides. installation. 


REDUCED OCCUPIED VOLUM E 

Saves space where installed with 146mm 
height. 


STANDARDS AND COMPLIANCES 


IS09001 :2008 Quality Management System 


IEC 297-1, 19” mounting standard 


IEC 297-2, Overall cabinet dimensions 


TS EN 61587-1 Standard. 


Environment Friendly 


%1 00 recyclable. 


C € © ^ 










SSmirsan 


19” rock cabinet systems 


MR. SLIM CABINET GENERAL FEATURES 


PLEXIGLASS FRONT 
MONITORING PANEL 

By means of the Plexiglas front monitoring panel, it allows 
monitoring the devices therein even if the cover is closed. 



SAFETY 


With cylindrical barrel locking cover system, it 
provides a lockable, safe use. 

It shows high resistance against possible external 
impacts thanks to its robust cover structure. 


DIVERSE RAIL CONFIGURATIONS 

Thanks to the movable 3U and 5U fixed rails presenting different 
configurations, it offers an efficient use of its internal volume for diverse 
devices to be used therein. 



APPENDABIUTY TO WALLS, FLOORS AND CEILINGS 


It may easily be mounted onto the walls, floors and ceiling with its 
availability for easy installation. 


19" rack cabinet systems l\/l ^ ■ SLIM WALL TYPE CABINET + 

| HEIGHT H: 46mm 
[WIDTH W: 53/ mm 
DEPTH D: 47 mm 

I 



COLOR OPTIONS 

RAL 7035 LIGHT GREY RAL 9005 BLACK LOADING CAPACITY ! 30kg 
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__ MR. SLIM WALL TYPE CABINET + : 


yuksekukH: 146mi 

W: ! 7m 

D: 475m 


ISOMETRIC VIEW 









RAIL CONFIGURATIONS 


MR. Slim Cabinet offers professional solutions for use 

of its internal volume for diverse devices by adapting itself to 
diverse types and sizes of the device to be used therein, thanks to 
the movable 3U and 5U horizontal rail configurations. 


3U STRAIGHT VERTICAL & 5U HORIZONTAL USE 


3U movable rail may be placed 180° horizontally enabling a device 
of 8U length in total and 80mm depth to be attached thereon. 

It is preferred when employing low depth, high U devices. 
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3U STRAIGHT & 5U HORIZONTAL USE 

3U movable rail may be given 135° angled position enabling 
devices of 3U length in total and 50mm to 140 mm depth to be 
attached thereon. 

Plexiglas front panels are preferred in order to monitor attached 
devices without opening the cover of the cabinet. 

To the fixed 5U devices rails, a device of 4U length in total and 80 
mm depth may be attached. 
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SSmirsan 

^ 19” rock cabinet systems 


RAIL CONFIGURATIONS 


3U STRAIGHT VERTICAL & 5U HORIZONT AL USE (1) 

3U movable rail may be given 90° straight angled position enabling 
devices of 3U length in total and 300mm to 360mm depth to be 
attached thereon. Rear rails are not used in this configuration. 



3U STRAIGHT & 5U HORIZONTAL USE (2) 

3U movable rail may be given 90° straight angled position enabling 
devices of 110 mm depth to be attached thereon. 

To the fixed 5U devices rails, a device of 5U length in total and 80 
mm depth may be attached. 


80 
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3U INVERTED VERTICAL & 5U HORIZONTA L USE (1) 

3U movable rail may be given 270° straight angled position enabling 
devices of 3U length in total and 250mm to 320mm depth to be 
attached thereon. This is preferred when forward distances of the 
devices are high (between 50 mm and 125 mm); rear rails are not 
used in this configuration. 
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SSmirsan 


19” rock cabinet systems 


MOBESE 
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POLE TYPE CABINETS 
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SSmirsan mobese pole type cabinets cabinets general features 

19 rack cabinet systems 


HINGED ROOF SYSTEM 

Due to its easily opening roof, fan modules nside 
the cabinet may be easily intervened. 


ACTIVE VENTILATION 

A fan module with 2 fans and a thermostat is 
provided for ventilation purposes of the indoor 
devices. 



GASKETS 


By means of the cast gaskets within the cover 
and the roof, water and dust in prevented from 
leaking inside. 


STANDARDS AND COMPLIANCES 


)08 Quality Management System 


IEC 297-1, 19” mounting standard 
IEC 297-2, Overall cabinet dimensions 
Standard- 

100 recyclable. 


C€ ® ^ 
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DOUBLE WALLS 

By means of double walls and isolated structure, 
maximum protection from external impacts and 
bad weather conditions is achieved for the devices 
inside the cabinet. 


FILTERED VENTILATION 

While replaceable ventilation filter inside the 
cabinet prevents dust and water inlets, sufficient 
amount of air inflow is let in a proper manner. 



EASY MAST MOUNTING CAMERA INSTALLATION 


Cabinet may be easily mounted on a mast by 1 moving, 3 fixed attachment points for camera are 

means of its specially designei connection provided on the cabinet. 

apparatus. 
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SSmirsan MOBESE POLE TYPE CABINETS CABINETS GENERAL FEATURES 

19" rock cabinet systems 


INSTALLATION RAILS LOCKING SYSTEM 

DIN rails are provided for the devices and By means of 3 point locking and gasket type 

electric equipments to be used inside the locking system, maximum safety and tightness 

cabinet. is ensured when the cover is closed 



VmWS 


MOVING UPS RACK 

By means of moving UPS rack with casters, one 
can easily read the front panel of the device and 
fix the rack back again once reading is finished. 


LED LIGHTING 

By means of the Jtomatic led lightening module 
inside the cabinet, intervention is possible even 
in the dark. 
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SSmirsan 


19” rack cabinet systems 


ODF FREE STANDING CABINET GENERAL FEATURES 




GENERAL FEATURES 

Mirsan Rack Optical Distribution Frame 
Free Standing cabinets provide sufficient 
capacity and internal volume that your fibe 
optics infrastructure requires. 

It provides solutions for all such 
equirements like maximum cabling space 
for fiber optic modules and multi directional 
access. 


DETACHABLE DOOR 

Rear and side doors of the cabinets have barrel 
locking system and are detachable. 


FRONT GLASS DOOR 

Standard front door model for the cabinets 
are of extruded aluminum frame, 4mm, high 
fracture resistance, tempered, antistatic, and fi 
length double glass. 

It has 2 point barrel locking system at the top 
and bottom parts ensuring a safe use. 


« ■ 
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STANDARDS AND COMPLIANCES 


IS09001 :2008 Quality Management System 




IEC 297-1, 19” mounting standard 


IEC 297-2, Overall cabinet dimensions 


TSEN 61587-1 Standard. 


Environment Friendly 


%1 00 recyclable. 


C € © ^ 


MOVABLE FRAME 


19” installation rail frames of D=90 cabinets 
are hinged and movable. 


FUNCTIONAL STRUCTURE 

It presents a functional structure with high 
ability of cabling and 4 directional access. 


MOUNTED DISPATCH 


They are delivered mounted, as one-piece. 



RUBBER CABLE INLETS 

By means of the rubber, sliding cable inlet 
modules on the floor and ceiling, entrance and 
exit of multiple cable harness is ensured without 
damage, whilst the dust inlet is prevented. 

















SSmirsan 


19” rock cabinet systems 


ODF FREESTANDING CABINET W=610mm D=350mm 


CONSTRUCTION DRAWINGS 


WIDTH W: 

31 0mm 

DEPTH D: 

350mm 



610 


FRONT VIEW 



SIDE VIEW 



REAR VIEW 



ISOMETRIC VIEW 



ODF FREE STANDING CABINET W=610mm D=350mm 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


§ 

o 

c2 

Dimensions 

WxDxH 

(mm) 


Product Net 
Weight (kg) 


Product 

Gross 

Weight (kg) 


| 


Pallet Dimen- 
sions WxDxH 
(mm) 



MR.ODF12U60.XX 

12U W=610mm D=350mm Free Standing ODF Cabinet 

610x350x694 

680x400x849 

27,5 

28,5 

1 

680x400x990 

33,5 

MR.ODF26U60.XX 

26U W=610mm D=350mm Free Standing ODF Cabinet 

610x350x1317 

680x400x1482 

47,4 

48,4 

1 

680x400x1612 

53,4 

MR.ODF42U60.XX 

42U W=610mm D=350mm Free Standing ODF Cabinet 

610x350x2028 

680x400x2193 

70 

73 

1 

680x400x2323 

78 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 
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TOP VIEW 


BOTTOM VIEW 


FREE STANDING CABINET W=900mm D=350mm 







SSmirsan FIBER OPTICAL BOXES 

19" rock cabinet systems B 1 1 ^ ■ ■ ■ wf ^ 


Mirsan Rack fiber optical boxes have a rich 



19” F TYPE FIBER OPTICAL BOXES 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

1 Bpiatt | 

Gross 

1 ■ 1 

Number in 
the Package 
(pcs) 

Box Dimensions 
WxDxH (mm) 

Box Gross 
Weight (kg) 

MR.FOF1U48SCS.07 

1 U 1 9” 48 Port SCS, F Type Fiber Optical Box - WHITE 

482x270x45 

500x300x60 

2,2 

2,5 

10 

550x430x400 

26 

MR.FOF1U32SCD.07 

1 U 1 9” 32 Port SCD, F Type Fiber Optical Box - WHITE 

482x270x45 

500x300x60 

2,2 

2,5 

10 

550x430x400 

26 

MR.FOF2U96SCS.07 

2U 1 9” 96 Port SCS, F Type Fiber Optical Box - WHITE 

482x270x90 

500x300x105 

3,5 

4 

5 

550x430x400 

21 

MR.FOF2U64SCD.07 

2U 19” 64 Port SCD, FType Fiber Optical Box- WHITE 

482x270x90 

500x300x105 

3,5 

4 

5 

550x430x400 

21 

MR.FOF3U144SCS.07 

3U 19” 144 Port SCS, FType Fiber Optical Box- WHITE 

482x270x133 

500x300x150 

4,8 

5,3 

4 

550x430x440 

22,2 

MR.FOF3U96SCD.07 

3U 1 9” 96 Port SCD, F Type Fiber Optical Box - WHITE 

482x270x133 

500x300x150 

4,8 

5,3 

4 

550x430x440 

22,2 



1U 19” A TYPE FIBER OPTICAL BOXES 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

Gross 

Weight 

Number in 
the Package 
(pcs) 

Box Dimensions 
WxDxH (mm) 

Box Gross 
Weight (kg) 

MR.F0A1 U1 2SCS.XX 

1 U 1 9” 1 2 Port SCS, A Type Fiber Optical Box 

482x245x44 

490x360x60 

1,9 

2,15 

7 

550x430x400 

15,7 

MR.F0A1 U12SCDXX 

1 U 19” 12 Port SCD, A Type Fiber Optical Box 

482x245x44 

490x360x60 

1,9 

2,15 

7 

550x430x400 

15,7 

MR.F0A1 U1 2STS.XX 

1 U 1 9” 1 2 Port SI A Type Fiber Optical Box 

482x245x44 

490x360x60 

1,9 

2,15 

7 

550x430x400 

15,7 

MR.F0A1U24SCS.XX 

1 U 19” 24 Port SCS, A Type Fiber Optical Box 

482x245x44 

490x360x60 

1,9 

2,15 

7 

550x430x400 

15,7 

MR.F0A1U24SCD.XX 

1 U 19” 24 Port SCD, A Type Fiber Optical Box 

482x245x44 

490x360x60 

1,9 

2,15 

7 

550x430x400 

15,7 

MR.F0A1U24STS.XX 

1 U 1 9” 24 Port ST A Type Fiber Optical Box 

482x245x44 

490x360x60 

1,9 

2,15 

7 

550x430x400 

15,7 


XX= Color Code, 07 means White RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order, color options 
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* 




1U 19” M T 

YPE FIBER OPTICAL BG 

XES 







Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

Product 

Gross 

Number in 
the Package 
(pcs) 

Box Dimensions 
WxDxH (mm) 

Box Gross 
Weight (kg) 

MR.FOM1U12SCD.XX 

1 U 1 9” 1 2 Port SCD, M Type Fiber Optical Box 

482x240x44 

490x360x60 

4,6 

5,1 

7 

550x430x400 

37 


XX= Color Code, 07 means White RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 DUZ BEYAZ RAL 9005 BLACK 



1U 19” T T\ 

'PE FIBER OPTICAL BOt 

KES 







Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

1 Product | 
Gross 

■ 1 

Number in 
the Package 
(pcs) 

Box Dimensions 
WxDxH (mm) 

Box Gross 
Weight (kg) 

MR.FOT1U24SCS.09 

1 U 19” 24 Port SCS, T Type Fiber Optical Box - BLUE 

482x285x44 

490x360x60 

1,96 

2,2 

7 

550x430x400 

16 



1U 19” B T\ 

rPE FIBER OPTICAL BOl 

KES 







Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

w 

Number in 
the Package 
(pcs) 

Box Dimensions 
WxDxH (mm) 

Box Gross 
Weight (kg) 

MR.FOB1 U1 2SCS.XX 

1 U 1 9” 1 2 Port SCS, B Type Fiber Optical Box 

482x250x44 

490x360x60 

1,87 

2,1 

7 

550x430x400 

15,5 

MR.FOB1 U1 2SCD.XX 

1 U 19” 12 Port SCD, B Type Fiber Optical Box 

482x250x44 

490x360x60 

1,87 

2,1 

7 

550x430x400 

15,5 

MR.FOB1 U1 2STS.XX 

1 U 1 9” 1 2 Port SI B Type Fiber Optical Box 

482x250x44 

490x360x60 

1,87 

2,1 

7 

550x430x400 

15,5 

MR.FOB1U24SCS.XX 

1 U 19” 24 Port SCS, B Type Fiber Optical Box 

482x250x44 

490x360x60 

1,87 

2,1 

7 

550x430x400 

15,5 

MR.FOB1U24SCD.XX 

1 U 19” 24 Port SCD, B Type Fiber Optical Box 

482x250x44 

490x360x60 

1,87 

2,1 

7 

550x430x400 

15,5 

MR.FOB1U24STS.XX 

1 U 1 9” 24 Port SI B Type Fiber Optical Box 

482x250x44 

490x360x60 

1,87 

2,1 

7 

550x430x400 

15,5 


XX= Color Code, 07 means White RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 DUZ BEYAZ RAL 9005 BLACK 
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SSmirsart 

19” rack cabinet systems 


FiBER OPTICAL BOXES 



2U 19” B T\ 

rPE FIBER OPTICAL BOI 

XES 







Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

rFpisrn 

Gross 

Bn 

Number in 
the Package 
(pcs) 

Box Dimensions 
WxDxH (mm) 

Box Gross 
Weight (kg) 

MR.FOB2U48SCS.XX 

2U 19” 48 PORT SCS, B Type Fiber Optical Box 

482x250x88 

490x360x90 

2,7 

3 

4 

550x430x400 

13 

MR.FOB2U48SCD.XX 

2U 19” 48 PORT SOD, B Type Fiber Optical Box 

482x250x88 

490x360x90 

2,7 

3 

4 

550x430x400 

13 

MR.FOB2U48STS.XX 

2U 19” 48 PORT SI B Type Fiber Optical Box 

482x250x88 

490x360x90 

2,7 

3 

4 

550x430x400 

13 


XX= Color Code, 07 means White RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


COLOR OPTIONS 


I I — 

RAL 7035 DUZ BEYAZ RAL 9005 BLACK 



1U 19” D TYPE FIBER OPTICAL BOXES 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 

w 

Number in 
the Package 
(pcs) 

Box Dimensions 
WxDxH (mm) 

Box Gross 
Weight (kg) 

MR.FOD1U24SCD.XX 

1 U 19” 24 Port SCD, D Type Fiber Optical Box 

482x250x44 

490x360x60 

1,9 

2,15 

7 

550x430x400 

15,7 


XX= Color Code, 07 means White RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 DUZ BEYAZ RAL 9005 BLACK 
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DUVAR TYP 

E DOUBLE DOOR FIBEF 

OPTICi 

f\L BOX! 

ES 





Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

! Product H 
Gross 

mU 

Number in 
the Package 
(pcs) 

Box Dimensions 
WxDxH (mm) 

Box Gross 
Weight (kg) 

MR.FOWD48SCS.XX 

48 Port SCS, Wall Type Double Door Fiber Optical Box 

530x480x85 

540x490x100 

5,8 

6,3 

4 

550x430x572 

26,2 

MR.FOWD48SCD.XX 

48 Port SCD, Wall Type Double Door Fiber Optical Box 

530x480x85 

540x490x100 

5,8 

6,3 

4 

550x430x572 

26,2 

MR.FOWD48STS.XX 

48 Port STS, Wall Type Double Door Fiber Optical Box 

530x480x85 

540x490x100 

5,8 

6,3 

4 

550x430x572 

26,2 


XX= Color Code, 07 means White RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 



DUVAR TYPE SINGLE DOOR FIBER OPTICAL BOXES 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Weighl'fkg) 


Number in 
the Package 
(pcs) 

Box Dimensions 
WxDxH (mm) 

Box Gross 
Weight (kg) 

MR.FOWS12SCS.XX 

12 Port SCS, Wall Type Single Door Fiber Optical Box 

290x320x85 

300x350x95 

3.1 

3,4 

6 

550x430x400 

22 

MR.FOWS12SCD.XX 

12 Port SCD, Wall Type Single Door Fiber Optical Box 

290x320x85 

300x350x95 

3.1 

3,4 

6 

550x430x400 

22 

MR.FOWS12STS.XX 

1 2 Port ST Wall Type Single Door Fiber Optical Box 

290x320x85 

300x350x95 

3.1 

3,4 

6 

550x430x400 

22 

MR.FOWS24SCS.XX 

24 Port SCS, Wall Type Single Door Fiber Optical Box 

290x320x85 

300x350x95 

3.1 

3,4 

6 

550x430x400 

22 

MR.FOWS24SCD.XX 

24 Port SCD, Wall Type Single Door Fiber Optical Box 

290x320x85 

300x350x95 

3.1 

3,4 

6 

550x430x400 

22 

MR.FOWS24STS.XX 

24 Port ST Wall Type Single Door Fiber Optical Box 

290x320x85 

300x350x95 

3.1 

3,4 

6 

550x430x400 

22 


XX= Color Code, 07 means White RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 
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SSmirsan 

19” rack cabinet systems 


OPEN RACK 

OPEN FRAME SYSTEM 
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OPEN RACK OPEN FRAME SYSTEM GENERAL FEATURES 


STANDARDS AND COMPLIANCES 


FIELD OF USE 



Open Rack Open Frame Systems are 
for network and server applications in 
clean and dust-free environments not 

requiring a closed cabinet system. 


ECONOMIC SOLUTION 


It is preferred as being more economic 
and easier to be installed compared to 
the closed cabinet systems 


DEMOUNTED DISPATCH 


Demounted wrapped dispatch 
provides a low cost, economic 
advantage. 


19’’ STRUCTURE 


Are all adaptable for 19” devices, 
accessories and equipments. 


GROUND CONTACT 


They are adaptable for all types of ground 
configurations with its pinion feet and 
casters and by being able to be fixed on the 
ground. 

Besides being able to be fixed on the 
ground, standard models may optionally be 
used with pinion feet and caster group. 


EASY ACCESS 


One can have easy access thanks to the 
open surface structure. 










oSm/rsan 

19” rock cabinet systems 


COLOR OPTIONS 



RAL 7035 LIGHT GREY RAL 9005 BLACK 


OPEN RACK SINGLE FRAME d:80mm 



W: 

mm 


D: 

28 C mm 



LOADING CAPACITY : 600kg 
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SIDE VIEW 



OPEN RACK OPEN SYSTEM FRAME d=80mm SINGLE FRAME W=530mm D=280mm 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

TO® 

w 

Frame Depth 
(mm) 

MR.OPR26USF28.XX 

26U d=80mm Open System Single Frame D=280mm 

530x280x1200 

165X120X1330 

14,8 

15,8 

80 

MR.OPR36USF28.XX 

36U d=80mm Open System Single Frame D=280mm 

530x280x1700 

165X120X1775 

16,5 

17,5 

80 

MR.OPR42USF28.XX 

42U d=8Qmm Open System Single Frame D=280mm 

530x280x2000 

165X120X2040 

20 

21,5 

80 

MR.OPR46USF28.XX 

46U d=8Qmm Open System Single Frame D=280mm 

530x280x2160 

165X120X2220 

24,5 

26,5 

80 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at 
the order. 
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oSmirsan 

19" rack cabinet systems 


COLOR OPTIONS 



RAL 7035 LIGHT GREY RAL 9005 BLACK 


OPEN RACK SINGLE FRAME d:160mm 



width W: 530 mm 

D: mm 



LOADING CAPACITY : 600kg 


178 






19” 


530 


FRONT VIEW 


TOP VIEW 


BOTTOM VIEW 



OPEN RACK OPEN SYSTEM FRAME d=160mm SINGLE FRAME W=530mm D=360mm 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

w 

Frame Depth 
(mm) 

MR.OPR26USF36.XX 

26U d=1 60mm Open System Single Frame D=360mm 

530x360x1200 

190X120X1330 

17,5 

18,5 

160 

MR.OPR36USF36.XX 

36U d=16Qmm Open System Single Frame D=360mm 

530x360x1700 

190X120X1775 

20,5 

22 

160 

MR.OPR42USF36.XX 

421) d=16Qmm Open System Single Frame D=360mm 

530x360x2000 

190X120X2040 

23 

25 

160 

MR.OPR46USF36.XX 

461) d=16Qmm Open System Single Frame D=360mm 

530x360x2160 

190X120X2220 

25,5 

28 

160 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at 
the order. 
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oSmirsan 

19” rack cabinet systems 


OPEN RACK DOUBLE FRAME d:80mm 


COLOR OPTIONS 


width W: 530 mm 

D: mm 




RAL 7035 LIGHT GREY RAL 9005 BLACK 


LOADING capacity: 600k, 
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19” 


530 


FRONT VIEW 



0 


n 

S 

n 


! 

n 

u 

i 

n 


U 

B 

n 

u 

B 

n 


U 

B 

n 

U 

i 

n 

80 ~ 

U 

s 

n 

LJ 

8 

0 

470 

'U 

0 

n 


f 

n 

U 

i 


U 

8 

0 


0 


660 


SIDE VIEW 


ISOMETRIC VIEW 


W: 

mm 

D: 

66C mm 



EXPLODED VIEW 


BOTTOM VIEW 


OPEN RACK OPEN SYSTEM FRAME d=80mm DOUBLE FRAME W=530mm D=660mm 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 



Frame Depth 
(mm) 

MR.OPR26UDF66.XX 

26U d=80mm Open System Double Frame D=66Qmm 

530x660x1200 

165X150X1330 

26,5 

27,5 

460 

MR.OPR36UDF66.XX 

36U d=80mm Open System Double Frame D=660mm 

530x660x1700 

165X150X1775 

30,5 

32,5 

460 

MR.OPR42UDF66.XX 

42U d=80mm Open System Double Frame D=660mm 

530x660x2000 

165X150X2040 

33,5 

36 

460 

MR.OPR46UDF66.XX 

46U d=80mm Open System Double Frame D=66Qmm 

530x660x2160 

165X150X2220 

35,5 

38,5 

460 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at 
the order. 
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SSminsan 

19” rock cabinet systems 


OPEN RACK DOUBLE FRAME d:80mm 




TOP VIEW 



BOTTOM VIEW 



W: 

mm 


D: 

86C mm 



I 

l 

I 

i 

I 

J 
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I 

EXPLODED VIEW 


ISOMETRIC VIEW 


OPEN RACK OPEN SYSTEM FRAME d=80mm DOUBLE FRAME W=530mm D=860mm 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

w 

Frame Depth 
(mm) 

MR.0PR26UDF86.XX 

26U d=8Qrim Open System Double Frame D=860mm 

530x860x1200 

165X150X1330 

28.5 

30 

660 

MR.0PR36UDF86.XX 

36U d=8Qmm Open System Double Frame D=860mm 

530x860x1700 

165X150X1775 

31 

33 

660 

MR.0PR42UDF86.XX 

42U d=80mm Open System Double Frame D=860mm 

530x860x2000 

165X150X2040 

34.5 

36.5 

660 

MR.0PR46UDF86.XX 

46U d=80mm Open System Double Frame D=860mm 

530x860x2160 

165X150X2220 

36.5 

39.5 

660 
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XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at 
the order. 





1060 


OPEN RACK DOUBLE FRAME d:80mm 



OPEN RACK OPEN SYSTEM FRAME d=80mm DOUBLE FRAME W=530mm D=1 060mm 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

Weight 

Frame Depth 
(mm) 

MR.OPR26UDF106.XX 

26U d=80mm Open System Double Frame D=1060mm 

530x1060x1200 

165X150X1330 

30,5 

31,5 

860 

MR.OPR36UDF106.XX 

36U d=80mm Open System Double Frame D=1060mm 

530x1060x1700 

165X150X1775 

34,5 

36,5 

860 

MR.OPR42UDF106.XX 

42U d=80mm Open System Double Frame D=1 060mm 

530x1060x2000 

165X150X2040 

36,5 

39 

860 

MR.0PR46UDF1 06.XX 

461) d=80mm Open System Double Frame D=1 060mm 

530x1060x2160 

165X150X2220 

38,5 

41,5 

860 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at 
the order. 
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oSmi/san 

19” rock cabinet systems 


COLOR OPTIONS 


OPEN RACK SINGLE FRAME d:415mm 



Ami 



W: 

mm 


D: 

60C mm 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


LOADING capacity: 600k, 
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FRONT VIEW 
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415 



SIDE VIEW 



W: 

mm 


D: 

60 C mm 



EXPLODED VIEW 


OPEN RACK OPEN SYSTEM FRAME d=415mm SINGLE FRAME W=530mm D=600mm 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxFI (mm) 

Product Net 
Weight (kg) 

W 

Frame Depth 
(mm) 

MR.OPR26UDF60.XX 

26U d=415mm Open System Single Frame D=600mm 

530x600x1200 

425X150X1330 

19,8 

20,8 

415 

MR.OPR36UDF60.XX 

36U d=415mm Open System Single Frame D=600mm 

530x600x1700 

425X150X1775 

27,3 

28,8 

415 

MR.OPR42UDF60.XX 

421) d=415mm Open System Single Frame D=600mm 

530x600x2000 

425X150X2040 

32 

34 

415 

MR.OPR46UDF60.XX 

46U d=415mm Open System Single Frame D=600mm 

530x600x2160 

425X150X2220 

35 

38 

415 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at 





CABLE MANAGEMENT ACCESSORIES 


oSmirsan 

19” rack cabinet systems 


H 




FRONT VIEW 
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SIDE VIEW 
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Timm 

DQDDD 

DIDID 

Dim 

DIDID 

DIDID 

i u u n v u u u u 

DiyysiD 

DIDDDIDID 

D 1 D Dm ID 
DIDDOim 
DIDDIIOID 

446 


TOP VIEW 


MR.RAK75.XX 


21)19” D=750mm bidirectional rack 
mount shelf 


446x750x88 


470x760x90 


800x430x510 


MR.OKSIOPIOO 


Cable management hook set, plastic 
44x1 00mm, 1set=10ad. 


44x100 


490x80x50 


545x425x400 


MR.ODP26U.XX 


26U vertical cable organizer, plastic 
hook, 1set=2pcs. (left/right) 


92x100x1240 


200x100x1260 


200x100x1260 


MR.ODP36U.XX 


36U vertical cable organizer, plastic 
hook, 1set=2pcs. (left/right) 


92x100x1685 


200x100x1705 


200x100x1705 


MR.ODP42U.XX 


42U vertical cable organizer, plastic 
hook, 1set=2pcs. (lett/right) 


92x100x1955 


200x100x1975 


200x100x1975 


MR.ODP46U.XX 


46U vertical cable organizer, plastic 
hook, 1set=2pcs. (left/right) 


92x100x2130 


200x100x2150 


200x100x2150 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by 
the customer at the order. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


SIDE VIEW 


ISOMETRIC VIEW 


530 

FRONT VIEW 


OPEN RACK CABLE MANAGEMENT ACCESSORIES 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 
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SSmirsan 

^™**^^* 19” rock cabinet systems 


ECO SERIES 


FREE STANDING 

CABINET 



ECO SERIES FREE STANDING CABINET GENERAL FEATURES 


ECONOMIC SOLUTION 


Free standing ECO cabinets are 
low cost and economic 19” rack 
cabinets 


SPACIOUS INTERNAL VOLUME 

It is suitable for all types of network 
and server devices with spacious 
internal volume and diverse size 
options. 


LOCKING SYSTEM 

Front door has a handled lock 
mechanism. 

Rear door has barrel locking 
system. 


ADJUSTABLE 

DEPTH 

DEVICE INSTALLATION 
RAILS 

1 set including 4 rails are with 
galvanized coating and 
adjustable across the depth of 
the cabinet. 


STANDARDS AND COMPLIANCES 


IS09001 :2008 Quality Management System 
IEC 297-1, 19” mounting standard 
IEC 297-2, Overall cabinet dimensions 
TSEN61E Standard. 

%100 recyclable. 

C € © ^ 
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SSmirsan ECO SERIES FREE STANDING CABINET GENERAL FEATURES 


ACTIVE/PASSIVE VENTILATION 

By means of 4 ventilation holes on the upper 
chassis of the cabinet, passive ventilation is 
achieved if fan modules are attached, and pas- 
sive ventilation is achieved if not. 


DECORATIVE PVC CORNERS 

PVC corner pieces at the top and bottom 
corners of the cabinet furnish an aesthetic 
appearance to the cabinet 



AESTHETIC VIEW 


It presents a decorative appearance with its 
extruded aluminum frame, 4mm, smoothed, 
antistatic, tempered, high fracture resis- 
tance, full length glass door 



FIXED SIDE DOORS 

Access to the cabinet is allowed from the 
front and rear doors since the side doors are 
fixed. 

GROUND CONTACT 

In standard model cabinets contact 
to the ground is established with 4 
pinion feet of adjustable height, yet 
a caster group may also be preferred 
optionally. 

RUBBER CABLE 
INLET MODULE 

By means of the rubber cable inlet 
module at the lower chassis, intense 
cable harness may be housed in an 
ordered manner. 






r*U_ 


DEMOUNTED DELIVERY 


Among 2 options of wrapping as demounted and mounted, demounted 


wrapping is the most preferred one due to dispatch cost considerations and 
its ease of mounting. 
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CONSTRUCTION DRAWINGS 



MR.GTE16U66.XX 

16U W=600mm D=600mm 

Free Standina ECO Cabinet 

16U 

600x600x770 

19” 

390 

675 

680x680x886 

1 

33,2 

41,2 

680x680x1026 

41,2 

680x940x210 

8 

680x1000x1950 

452 

886 

916 

MR.GTE22U66.XX 

22U W=600mm D=600mm 
Freestanding ECO Cabinet 

22U 

600x600x1050 

19” 

390 

955 

680x680x1153 

1 

41,7 

49,7 

680x680x1263 

49,7 

680x1200x210 

8 

680x1200x1950 

537 

1153 

1183 

MR.GTE26U66.XX 

26U W=600mm D=600mm 
Freestanding ECO Cabinet 

26U 

600x600x1250 

19” 

390 

1155 

680x680x1331 

1 

47,4 

55,4 

680x680x1440 

55,4 

680x1380x210 

8 

680x1400x1950 

654 

1331 

1361 

MR.GTE32U66.XX 

32U W=600mm D=600mm 
Freestanding ECO Cabinet 

32U 

600x600x1540 

19” 

390 

1445 

680x680x1597 

1 

55,9 

63,9 

680x680x1707 

63,9 

680x1650x210 

8 

680x1700x1950 

739 

1597 

1627 

MR.GTE36U66.XX 

36U W=600mm D=600mm 
Freestanding ECO Cabinet 

36U 

600x600x1730 

19” 

390 

1635 

680x680x1765 

1 

61,6 

69,6 

680x680x1885 

69,6 

680x1825x210 

8 

680x1850x1950 

826 

1775 

1805 

MR.GTE42U66.XX 

42U W=600mm D=600mm 
Freestanding ECO Cabinet 

42U 

600x600x2020 

19” 

390 

1925 

680x680x2042 

1 

70,2 

78,2 

680x680x2152 

78,2 

680x2100x210 

8 

680x1900x1950 

947 

2042 

2072 

MR.GTE16U68.XX 

16U W=600mm D=800mm 
Freestanding ECO Cabinet 

16U 

600x800x770 

19” 

555 

675 

680x880x886 

1 

38,25 

46,25 

680x880x1026 

46,25 

880x940x210 

8 

880x1000x1950 

532,5 

886 

916 

MR.GTE22U68.XX 

22U W=600mm D=800mm 
Freestanding ECO Cabinet 

22U 

600x800x1050 

19” 

555 

955 

680x880x1153 

1 

48 

56 

680x880x1253 

56 

880x1200x210 

8 

880x1200x1950 

630 

1153 

1183 

MR.GTE26U68.XX 

26U W=600mm D=800mm 
Freestanding ECO Cabinet 

26U 

600x800x1250 

19” 

555 

1155 

680x880x1331 

1 

54,6 

62,6 

680x880x1440 

62,6 

880x1380x210 

8 

880x1400x1950 

756 

1331 

1361 

MR.GTE32U68.XX 

32U W=600mm D=800mm 
Freestanding ECO Cabinet 

32U 

600x800x1540 

19” 

555 

1445 

680x880x1597 

1 

64,4 

72,4 

680x880x1707 

72,4 

880x1650x210 

8 

880x1700x1950 

854 

1597 

1627 

MR.GTE36U68.XX 

36U W=600mm D=800mm 
Freestanding ECO Cabinet 

36U 

600x800x1730 

19” 

555 

1635 

680x880x1765 

1 

71 

79 

680x880x1885 

79 

880x1825x210 

8 

880x1850x1950 

950 

1775 

1805 

MR.GTE42U68.XX 

42U W=600mm D=800mm 
Freestanding ECO Cabinet 

42U 

600x800x2020 

19” 

555 

1925 

680x880x2042 

1 

81 

89 

680x880x2152 

89 

880x2100x210 

8 

880x1900x1950 

1080 

2042 

2072 

MR.GTE26U61.XX 

26U W=600mm D=1 000mm 
Freestanding ECO Cabinet 

26U 

600x1000x1250 

19” 

740 

1155 

680x1080x1331 

1 

59,2 

67,2 

680x1080x1440 

67,2 

1080x1380x240 

8 

1080x1400x2200 

772 

1331 

1361 

MR.GTE36U61.XX 

36U W=600mm D=1 000mm 
Freestanding ECO Cabinet 

36U 

600x1000x1730 

19” 

740 

1635 

680x1080x1765 

1 

76,95 

84,95 

680x1080x1885 

84,95 

1080x1825x240 

8 

1080x1850x2200 

950 

1775 

1805 

MR.GTE42U61.XX 

42U W=600mm D=1 000mm 
Freestanding ECO Cabinet 

42U 

600x1000x2020 

19” 

740 

1925 

680x1080x2042 

1 

87,57 

95,57 

680x1080x2152 

95,57 

1080x2100x240 

8 

1080x1900x2200 

1175 

2042 

2072 


XX= Color Code, 02 means Light Grey RAL 
7035 and 01 means Black RAL 9005, the code is 
added by the customer at the order. 


When one ot the door options is selected, it should be 
informed at the order with its selected surface. 


The number 0 from the door options stands for “doorless”. 
The standard door options: 

Front Door=1 , Rear Door=2. 


RAL 7035 LIGHT GREY RAL 9005 BLACK 
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SSmirsan 


EXPLODED VIEW 


194 









XX= Color Code, 02 means Light Grey RAL 
7035 and 01 means Black RAL 9005, the code is 
added by the customer at the order. 


When one ot the door options is selected, it should be 
informed at the order with its selected surface. 


The number 0 from the door options stands for “doorless”. 
The standard door options: 

Front Door=1 , Rear Door=2. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 
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MR. AVS CABINET GENERAL FEATURES 


FIELD OF USE 

These are 19” cabinets for housing 
Audio-Video equipments. 


ROBUST STRUCTURE 

Robust structure provides the sufficient 
strength required by the heavy equipments 
to be mounted thereon. 


PASSIVE VENTILATION 

Heat generated by the equipments inside 
is discharged with the maximum passive 
ventilation feature thanks to the louvered 
structure. 

INTENSE CABLE INLET 

Wide cable inlet holes at the lower 
chassis enable multiple cable harness 
inlets. 

MODULAR STRUCTURE 

Owing to the complete modular structure 
it may be delivered demounted or 
mounted. 

Rear doors are lockable whereas side 
doors are fixed. 



* 


STANDARDS AND COMPLIANCES 


IS09001 :2008 Quality Management System 


IEC 297-1, 19” mounting standard 


IEC 297-2, Overall cabinet dimensions 


TSEN 61587-1 Standard. 


Environment Friendly 


I recyclable. 


C€ © O 


AUDIO VIDEO SYSTEM CABINETS 


Product Code 


Product Description 


I 


Product 
Dimensions 
WxDxH (mm) 


o 

JS 

o 

Q_ 

Dimensions 

WxDxH 

(mm) 


Product Net 
Weight (kg) 


Product 

Gross 

Weight (kg) 


I 


Pallet Dimen- 
sions WxDxH 
(mm) 



MR.AVS24U.XX 

24U Audio Video System Cabinet 

24U 

557x470x1190 

630x500x1220 

32 

33,5 

1 

680x550x1490 

40,5 

MR.AVS36U.XX 

36U Audio Video System Cabinet 

36U 

557x470x1725 

630x500x1755 

46 

48 

1 

680x550x2000 

55 

MR.AVS42U.XX 

42U Audio Video System Cabinet 

42U 

557x470x1990 

630x500x2020 

54,5 

57 

1 

680x550x2280 

64 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer color options 
at the order. 

RAL 7035 LIGHT GREY RAL 9005 BLACK 
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LOCKED & PROTECTED STRUCTURE 


KESON & PC TRUCK 



Protects your PC against water, dust, impacts 
and also against unauthorized users. 

It has lockable front and rear door systems. 


ACTIVE PASSIVE VENTILATION 

To the filtered passive ventilation system on 
the right and on the left, a fan module may be 
attached. 


■rMP^MT^T 

Delivered with 4 pinion feet of adjustable 
height as standard. 

Caster group may be added upon request, 
optionally. 

It may be used under tables providing ease of 
use in offices and homes. 


Multi directional cable inlets are allowed the top 
and bottom. 


pc truck 1 

They are used in order to disconnect devices 
such as PC’s, Servers, UPS’s and etc. from the 
ground and facilitate transportation thereof. 



STANDARDS AND COMPLIANCES 


)08 Quality Management System 


IEC 297-1, 19” mounting standard 


IEC 297-2, Overall cabinet dimensions 


TSEN 61587-1 Standard. 


Environment Friendly 


100 recyclable. 


C € @ 


KESON & PC TRUCK 


Product Code 


MR.KSN306065..XX 


MR.PCT253522..XX 


Product Description 


W=300mm D=600mm H=655mm Keson 


W=250mm D=350mm H=220mm PC Truck 



300x600x655 


250x350x220 



320x620x675 


270x370x240 


20 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black 
RAL 9005, the code is added by the customer at the order. 


8,5 | 9,5 | 56 | 800x1200x195 0 | 550 

COLOR OPTIONS 



800x1200x2250 


205 


RAL 7035 LIGHT GREY RAL 9005 BLACK 
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SSmirsan 

19” rock cabinet systems 


IP55 

FREE STANDING 
CABINET 



200 



HIGH STRENGTH 








REE STANDING CABINE T GENERAL FEATURES 

Free standing IP55 industrial cabinets are 
19” rack cabinets for housing all types of 19” 
devices and equipments providing them for 
protection against dust, water and external 
impacts. 


It can bear heavy devices thanks to its fully 
welded extra resistant carcass system and 
surface panels of thick steel. 


MAXIMUM TIGHTNESS 

It provides protection against dust and water 
through its gasket structure on fully detach- 
able side, front, rear and bottom panels. 


6 


i 
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19" facie cabinet systems ^ ^ FREE STANDING CABINET GENERAL FEATURES 



MULTI DIRECTIONAL 
CABLE INLETS 


It enables intense cable inlets through its 2, 
PG48 IP cable glands and 100mm X 100mm 
rubber cable entry holes. 


MULTI DIRECTIONAL ACCESS 


Access to the cabinet is available from 
every direction thanks to detachable 
front, rear and side panels. 



OPTIONAL AIR CONDITIONER 

If indicated on order, top, side or rear 
doors may be provided with an industrial 
air conditioner. 


STANDARDS AND COMPLIANCES 


ISQ9001 :2008 Quality Management System 
IEC 297-1, 19” mounting standard 
IEC 297-2, Overall cabinet dimensions 
7-1 Standard. 


recyclable. 


C€® 
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MOUNTED STRUCTURE 

They are delivered mounted, as 
one-piece. 


MAXIMUM SAFETY 

It ensures maximum safety through its 
4 point handled locking system found 
at the front and rear doors. 


FRONT DOOR 

Standard front door model is of metal 
frame, 4mm, tempered, antistatic, 
smoothed and of high fracture resistance, 
full length glass door model. 


REAR DOOR 

Standard rear door model is a metal 
door when indicated on order. 


GROUNDING 

In order to ensure continuity of grounding 
there is provided connection terminals on 
each panel. 

BASE MODULE 

— 

Base module of H=100mm at the 
bottom allows cable harness incoming 
from the bottom to be kept and 
reserved. 
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SSminsan 


EXPLODED VIEW 


DEPTH D: 600 / 800 / 1000 


Welded carcass 




■i] 



ml 


y 
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BOTTOM VIEW 

IP55 FREE STANDING CABINETS W=600mm/800mm D=600mm/800mm/1 000mm Loading Capacity : 1200kg 


Product Code 


Product Description 



E 


MR.IP55G16U66.XX 16U W=600mm D=600mm Free Standing IP55 Cabinet 

MR.IPG5522U66.XX 22U W=600mm D=600mm Free Standing IP55 Cabinet 

MR.IP555G26U66.XX 26U W=600mm D=600mm Free Standing IP55 Cabinet 

MR.IP55G32U66.XX 32U W=600mm D=600mm Free Standing IP55 Cabinet 

MR.IP55G36U66.XX 36U W=600mm D=600mm Free Standing IP55 Cabinet 

MR.IP55G42U66.XX 42U W=600mm D=600mm Free Standing IP55 Cabinet 

MR.IP55G16U68.XX 16UW=600mmD=800mm Free Standing 1P55 Cabinet 

MR.IP55G22U68.XX 22U W=600mm D=800mm Free Standing IP55 Cabinet 

MR.IP55G26U68.XX 26U W=600mm D=800mm Free Standing IP55 Cabinet 

MR.IP55G32U68.XX 32U W=600mm D=800mm Free Standing IP55 Cabinet 

MR.IP55G36U68.XX 36U W=600mm D=800mm Free Standing IP55 Cabinet 

MR.IP55G42U68.XX 42U W=600mm D=8000mm Free Standing IP55 Cabinet 
MR.IP55G26U61 .XX 26U W=600mm D=1000mm Free Standing IP55 Cabinet 
MR.IP55G36U61.XX 36U W=600mm D=1 000mm Free Standing IP55 Cabinet 
MR.IPG5542U61.XX 42U W=600mm D=1 000mm FreeStanding IP55 Cabinet 
MR.IP55G22U88.XX 22U W=800mm D=800mm Free Standing IP55 Cabinet 

MR.IP55G26U88.XX 26U W=800mm D=800mm Free Standing IP55 Cabinet 

MR.IP55G32U88.XX 32U W=800mm D=800mm Free Standing IP55 Cabinet 

MR.IP55G36U88.XX 36U W=800mm D=800mm Free Standing IP55 Cabinet 

MR.IP55G42U88.XX 42U W=800mm D=8000mm Free Standing IP55 Cabinet 

XX= Color Code, 02 means Light Grey RAL When one of the door options is select- 
7035 and 01 means Black RAL 9005, the ed, it should be informed at the order 
code is added by the customer at the order, with its selected surface. 


600x600x800 

630x630x830 

52,2 

54,2 

1 

680x680x1070 

61,2 

600x600x1100 

630x630x1130 

66,7 

69,2 

1 

680x680x1370 

76,2 

600x600x1300 

630x630x1330 

75,4 

78,4 

1 

680x680x1600 

85,4 

600x600x1600 

630x630x1630 

89,9 

93,5 

1 

680x680x1870 

96,9 

600x600x1800 

630x630x1830 

98,6 

102,6 

1 

680x680x2050 

109,6 

600x600x2100 

630x630x2130 

113 

117,5 

1 

680x680x2370 

124, f 

600x800x800 

630x830x830 

60,9 

63 

1 

630x830x1070 

71 

600x800x1100 

630x830x1130 

77 

80,5 

1 

630x830x1370 

88,5 

mnvQnnvi Qnn 

^QHvQQHvi QQH 
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uoUXOvjUX 1 vJvjU 

0 1,1 

y 1,7 

1 
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600x800x1600 

630x830x1630 

102,9 

106,5 

1 

630x830x1870 

114, f 

600x800x1800 

630x830x1830 

114 

119 

1 

630x830x2050 

127 

600x800x2100 

630x830x2130 

130,5 

136 

1 

630x830x2370 

144 

600x1000x1300 

630x1030x1330 

94,2 

97,2 

1 

630x1030x1600 

107 ; 

600x1000x1800 

630x1030x1830 

123,2 

127,2 

1 

630x1030x2050 

137 ; 

600x1000x2100 

630x1030x2130 

140 

144,5 

1 

630x1030x2370 

154,t 

800x800x1100 

830x830x1130 

81,4 

83,4 

1 

830x830x1370 

91,4 

800x800x1300 

830x830x1330 

96 

99 

1 

830x830x1600 

107 

800x800x1600 

830x830x1630 

118 

121,5 

1 

830x830x1870 

129 ; 

800x800x1800 

830x830x1830 

133 

137 

1 

830x830x2050 

145 

800x800x2100 

830x830x2130 

156 

161 

1 

830x830x2370 

169 


Standart kabinet kapak segenekeleri; 
Standard cabinet: Front Door=1 (glass door) 
Rear Door= 2 (metal door) 


COLOR OPTIONS 


I RAL 7035 LIGHT GREY RAL 9005 BLACK 











SSminscin 

^™***^^* 19” rock cabinet systems 


IP55 

WALL TYPE CABINETS 
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IP OUTDOOR WALL TYPE CABINET 


Provides solution for outdoor uses as wall type cabinets. 



HINGED ROOF SYSTEM VENTILATION 


It presents mechanically lockable by 2 wing screws 
inside the hinged roof system enabling easy 
intervention to the fan modules from the top 


With the aid of the ietal protectee filtering system 
at the right and left of the cabinet, it enables 
passive ventilation and discharging of the hot air 
through the louvers on the roof. 
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SSmirsan IP OUTDOOR WALL TYPE CABINET 

19 rack cabinet systems 


SAFETY TIGHTNESS 

By means of 3 point handled locking system, By means of gaskets on the roof and on the door, 

it provides protection against dust, water and it is impermeable to dust and water, 

external impacts. 



19” STRUCTURE 

To 1 set of 19”, 2 device installation rails, all 
types of 19” devices and equipments may be 
attached. 


INTENSE CABLE INLET 

Thanks to the a PG48 IP cable gland, 2 PG21 IP 
cable glands and 3, 20 mm diameter PVC blind 
bungs at the bottom of the cabinet it enables 
intense cable inlets from the bottom. 
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WALL MOUNT 

By means of connection flaps, it can easily be 
mounted onto the wall. 


STANDARDS AND COMPLIANCES 


IS09001 :2008 Quality Management System 
IEC 297-1 , 19” mounting standard 
IEC 297-2, Overall cabinet dimensions 
‘Ml Standard. 


O recyclable. 


C € ® ^ 



OPTION FOR ACTIVE VENTILATION 


In case of need, 1 or 2 different ventilation modules 
may be attached optionally. 
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SSmirsan 

’rock cabinet systems 

CONSTRUCTION DRAWINGS 


IP 600 x 450 WALL TYPE CABINET 


WIDTH W: 

600mm 1 

DEPTH D: 

450mm | 



600 

TOP VIEW 



BOTTOM VIEW 



ISOMETRIC VIEW 


IP55 WALL TYPE CABINET W=600mm D=450mm Loading capacity iook Q 


Product Code 


Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 

Dimensions 

WxDxH 

(mm) 

Product Net 
Weight (kg) 

Product 

Gross 

Weight (kg) 


Pallet Dimen- 
sions WxDxH 
(mm) 


MR.IP55W07U45.02 

7U W=600mm D=450mm Wall Type IP55 Cabinet - WHITE 

600x450x410 

630x480x440 

26 

27 

16 

1300x1300x2200 

462 

MR.IP55W09U45.02 

9U W=600mm D=450mm Wall Type IP55 Cabinet - WHITE 

600x450x500 

630x480x530 

29 

30 

16 

1300x1300x2550 

510 

MR.IP55W1 2U45.02 

12U W=600mm D=450mm Wall Type IP55 Cabinet - WHITE 

600x450x630 

630x480x660 

32 

33,5 

12 

1300x1300x2350 

432 

MR.IP55W16U45.02 

16U W=600mm D=450mm Wall Type IP55 Cabinet - WHITE 

600x450x810 

630x480x840 

38 

40 

8 

1300x1300x2000 

350 

MR.IP55W20U45.02 

20U W=600mm D=450mm Wall Type IP55 Cabinet - WHITE 

600x450x1000 

630x480x1030 

42 

44,5 

6 

1300x1300x1800 

297 
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CONSTRUCTION DRAWINGS 


IP 600 x 600 WALL TYPE CABINET 


width W: 600 

mm 

depth D: 600 

mm 


S~ 




FRONT VIEW 


SIDE VIEW 


REAR VIEW 


TOP V EW 


© © © 


BOTTOM VIEW 


f\ 
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ISOMETRIC VIEW 


IP55 WALL TYPE CABINET W=600mm D=600mm 


Loading capacity: 100kg 


Product Code 


Product Description 


MR.IP55W07U60.02 7U W=600mm D=600mm Wall Type IP55 Cabinet - WHITE 
MR.IP55W09U60.02 9U W=600mm D=600mm Wall Type IP55 Cabinet - WHITE 
MR.IP55W1 2U60.02 12U W=600mm D=600mm Wall Type IP55 Cabinet- WHITE 
MR.IP55W1 6U60.02 16U W=600mm D=600mm Wall Type IP55 Cabinet- WHITE 
MR.IP55W20U60.02 20U W=600mm D=600mm Wall Type IP55 Cabinet - WHITE 


600x600x410 

630x630x440 

33 

34 

16 

1300x1300x2200 

574 

600x600x500 

630x630x530 

36 

37 

16 

1300x1300x2550 

622 

600x600x630 

630x630x660 

41 

42,5 

12 

1300x1300x2350 

540 

600x600x810 

630x630x840 

46 

48 

8 

1300x1300x2000 

414 

600x600x1000 

630x630x1030 

52 

54,5 

6 

1300x1300x1800 

357 








SSmirsan 

^™***^^™ 19” rock cabinet systems 


IP54 

WALL TYPE CABINETS 
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IP 4 INDOOR WALL TYPE CABINET 


Provides solution for indoor uses as wall type cabinets. 

By means of the gasket system on the door, it 
provides protection against dust and water. 

FIELD OF USE 

It may be used in factories, storerooms, environ- 
ments semi-open to external effects (such as not 

subject to rain etc.) 




CABLE INLET 19” STRUCTURE 

Thanks to the a PG48 IP cable gland, 2 PG21 To 1 set of 19”, 2 device installation rails, all 

IP cable glands and 3, 20 mm diameter PVC types of 19” devices and equipments may be 

blind bungs at the bottom of the cabinet it attached, 

enables intense cable inlets from the bottom. 
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SSmirsan IP \A INDOOR WALL TYPE CABINET 



FILTERED VENTILATION SYSTEM 

With the aid of the PVC protected filtering system at the 
right and left of the cabinet, it enables passive 
ventilation and discharging of the hot air through 
canopy type roof. 


ROOF MODEL 


It provides protection against water and dust 
dropping from the top. 

Canopy type roof: performs passive ventilation 
when fan modules are not attached, and active 
ventilation when fan modules are attached. 


LOCKING SYSTEM 

By means of 3 point handled locking system, 
it provides protection against dust, water and 
external impacts 


OPTION FOR ACTIVE 
VENTILATION 


In case of need, 1 or 2 different ventilation modules 
may be attached optionally. 


WALL MOUNT 


By means of connection flaps, it can easily be 
mounted onto the wall. 



SSmJrsan IP \A 600x450 WALL TYPE CABII 
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CONSTRUCTION DRAWINGS 
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FRONT VIEW 


SIDE VIEW 


REAR VIEW 


TOP VIEW 
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BOTTOM VIEW 


ISOMETRIC VIEW 


IP54 WALL TYPE CABINET W=600mm D=450mm 


Loading capacity : 100kg 
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Product Description 

Product 
mensio 
DxH (m 

Package 

mensioi 

WxDxH 

(mm) 

II 

Product 
Gross 
eight (k 

cz o 

-a— 

— a" " 

Pallet 
eight (k 
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MR.IP54W07U45.02 7 U W=600mm D=450mm Wal I Type IP54 Cabinet - WHITE 600x450x4 

MR.IP54W09U45.02 9U W=600mm D=450mm Wall Type IP54 Cabinet - WHITE 600x450x51 

MR.IP54W1 2U45.02 12U W=600mm D=450mm Wall Type IP54 Cabinet- WHITE 600x450x6! 

MR.IP54W1 6U45.02 16U W=600mm D=450mm Wall Type IP54 Cabinet - WHITE 600x450x8 

MR.IP54W20U45.02 20U W=600mm D=450mm Wall Type IP54 Cabinet - WHITE 600x450x11 

When one of the door options is selected, it should be informed at the order with its selected surface. 
The standard cabinet: Front Door=1 (metal door). 


600x450x410 

630x480x440 

25 

26 

20 

1100x1300x2500 

550 

600x450x500 

630x480x530 

28 

29 

16 

1100x1300x2350 

494 

600x450x630 

630x480x660 

31 

32,5 

12 

1100x1300x2210 

420 

600x450x810 

630x480x840 

37 

39 

10 

1100x1300x2500 

420 

600x450x1000 

630x480x1030 

40 

42,5 

6 

1100x1300x1800 

285 










IP 4 600 x 600 W ALL TYPE CA BINET 


CONSTRUCTION DRAWINGS 


WIDTH W: 
DEPTH D: 



FRONT VIEW 


SIDE VIEW 


REARVIEW 


0 = 




TOP VIEW 
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ISOMETRIC VIEW 



BOTTOM VIEW 



IP54 WALL TYPE CABINET W=600mm D=600mm Loading capacity iook 9 



Product Code 


Product Description 


MR.IP54W07U60.02 7U W=600mm D=600mm Wall Type IP54 Cabinet - WHITE 600x600x410 

MR.IP54W09U60.02 9U W=600mm D=600mm Wall Type IP54 Cabinet - WHITE 600x600x500 

MR.IP54W1 2U60.02 12U W=600mm D=600mm Wall Type IP54 Cabinet - WHITE 600x600x630 

MR.IP54W1 6U60.02 16U W=600mm D=600mm Wall Type IP54 Cabinet - WHITE 600x600x810 

MR.IP54W20U60.02 20U W=600mm D=600mm Wall Type IP54 Cabinet - WHITE 600x600x1000 

When one of the door options is selected, it should be informed at the order with its selected surface.The 
standard cabinet: Front Door=1 (metal door). 


600x600x410 

630x630x440 

30 

31 

20 

1300x1300x2500 

650 

600x600x500 

630x630x530 

33 

34 

16 

1300x1300x2350 

574 

600x600x630 

630x630x660 

37 

38,5 

12 

1300x1300x2210 

492 

600x600x810 

630x630x840 

43 

45 

10 

1300x1300x2500 

480 

600x600x1000 

630x630x1030 

50 

52,5 

6 

1300x1300x1800 

345 












SSmirsan 

19” rock cabinet systems 


IP66 

CABINETS FOR FIELDS 



218 


IP00 FIELD CABINET GENERAL FEATURES 


It has 2 types: ground type and mast type. 


2 COMPARTMENTS 


It houses 2 compartments inside and to the upper 
compartment of 61 height, 19” devices may be 
installed. 

There are no gaps between these 2 compartments 
except for the cable entries. 

In addition to the outer door, each compartment 

has a separate door. 


MAXIMUM STRENGTH 

External walls of 3mm thick and internal walls of 
2 mm thick, it provides protection against external 
impacts via of thickness in total. 



By means of double walls, heat insulatioi and isolated 
structure, maximum protection against bad weather 
conditions is achieved for the devices inside the cabinet. 
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SSmirsan 


19” rock cabinet systems 


IP00 FIELD CABINET GENERAL FEATURES 


LOCKING SYSTEM 

By means of 3 point locking and gasket 
type locking system, maximum safety 
and tightness is ensured when the 
cover is closed. 

GASKETS 

By means of the cast gaskets within the 
cover and the roof, water and dust in 
prevented from leaking inside. 

CAMERA CONNECTIONS 

4 movable/fixed camera connection 
points are found on the mast type filed 
cabinet. 

EASY MAST MOUNTING 

Special clamping system is present at 
the back of the mast type field cabinet 
in order for it to be mounted on a mast. 


STANDARDS AND COMPLIANCES 


IS09001 :2008 Quality Management System 
IEC 297-1, 19” mounting standard 
IEC 297-2, Overall cabinet dimensions 
Standard. 















ACTIVE VENTILATION LED LIGHTING 

Each compartment has a fan module with a By means of the automatic led lightening module 

thermostat and 2 fans, unr 1 1 independent! inside the cabinet, intervention is possible even in 

the dark 



Base module of =1 OOn at the bottom of the 
ground type field cabinet allows cable harness 
incoming from the bottom to be kept and the 
cabinet may be anchored on a concrete base. 
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SSmirsan 


19” rack cabinet systems 


lp66 GROUND TYPE FIELD PANEL 


CONSTRUCTION DRAWINGS 


FRONT VIEW 


SIDE VIEW 


REAR V EW 


TOP VIEW 


BOTTOM VIEW 

ISOMETRIC VIEW 

IP66 GROUND TYPE FIELD PANEL 



Product Code 


Product Description 


W=675mm D=463mm H=838mm 
Ground Type Cabinet -WHITE 


674x463x838 715x510x870 


118 4 1100x1300x1150 500 










m POLE TYPE FIELD PANEL 


CONSTRUCTION DRAWINGS 
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FRONT VIEW 


SIDE VIEW 


REAR V EW 


TOP VIEW 


635 

BOTTOM VIEW 


# 
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ISOMETRIC VIEW 


IP66 POLE TYPE FIELD PANEL 


Product Code 


Product Description 






MR.IP66D674673.03 

W=675mm D=463mm H=738mm 

IP66 Pole Type Cabinet - WHITE 

674x463x738 

715x510x770 

104 

107 

4 

1100x1300x1050 450 








SSmirsan 


ALTER 

SERIES 

FREE 

STANDING 

CABINET 


ALTER SERIES FREE STANDING CABINET GENERAL FEATURES 


STANDARDS AND COMPLIANCES 


IS09001 :2008 Quality Management System 
IEC 297-1, 19” mounting standard 
IEC 297-2, Overall cabinet dimensions 
TS Eh ..158^-1 Standard. 

%1 00 recyclable. 

C € © ^ 


ALTERNATIVE SOLUTION 

Free standing ECO cabinets are 
low cost and alternative 19” rack 
cabinets. 


REMOVABLE SIDE 
PANELS 


The side panels of the Alter 
Series rack cabinets can be 
removed easily to provide 
multi-directional access. 



FREE STANDING ALTER CABINETS W=600mm/800mm D=600mm/800mm/1 000mm Loading Capacity : 600kg 


Product Code 

Product Description 


Product 
Dimensions 
WxDxH (mm) 

1 Width: 
Between Rails 

•i 

Measurement 

(mm) 

Package 
Dimensions 
WxDxH (mm) 

(Number in then 
Package (pcs) 

Product Net 
Weight (kg) 

Product Gross 
Weight (kg) 

Assembled 
Shipment Pallet 
Dimensions 
WxDxH (mm) 

Assembled 
Shipment Pallet 
Weight (kg) 

Demounted 
Shipment Pack- 
age Dimensions 
WxDxH (mm) 

Demoounted 
. . Shipment, 
Number on the 
Pallet (pcs) 

Demounted 
Shipment Pallet 
Dimensions 
WxDxH (mm) 

Demounted 

Shipment Pallet 

Weight (kg) 

Height: with 

Leveling^Feet 

Height: with 

Caster Group 

(mm) 

MR.GTA12U66.XX 

12U W=600mm D=600mm Free 
Standing ALTER Cabinet 

12U 

600x600x593 

19” 

390 

498 

680x680x709 

1 

27,6 

36 

680x680x849 

36 

680x763x210 

8 

680x850x1950 

370 

808 

838 

MR.GTA16U66.XX 

16U W=600mm D=600mm Free 
Standing ALTER Cabinet 

16U 

600x600x856 

19” 

390 

756 

680x680x886 

1 

33,2 

41,2 

680x680x1026 

41,2 

680x940x210 

8 

680x1000x1950 

452 

886 

916 

MR.GTA22U66.XX 

22U W=600mm D=600mm 
Freestanding ECO Cabinet 

22U 

600x600x1050 

19” 

390 

955 

680x680x1153 

1 

41,7 

49,7 

680x680x1263 

49,7 

680x1200x210 

8 

680x1200x1950 

537 

1153 

1183 

MR.GTA26U66.XX 

26U W=600mm D=600mm 
Freestanding ECO Cabinet 

26U 

600x600x1250 

19” 

390 

1155 

680x680x1331 

1 

47,4 

55,4 

680x680x1440 

55,4 

680x1380x210 

8 

680x1400x1950 

654 

1331 

1361 

MR.GTA32U66.XX 

32U W=600mm D=600mm 
Freestanding ECO Cabinet 

32U 

600x600x1540 

19” 

390 

1445 

680x680x1597 

1 

55,9 

63,9 

680x680x1707 

63,9 

680x1650x210 

8 

680x1700x1950 

739 

1597 

1627 

MR.GTA36U66.XX 

36U W=600mm D=600mm 
Freestanding ECO Cabinet 

36U 

600x600x1730 

19” 

390 

1635 

680x680x1765 

1 

61,6 

69,6 

680x680x1885 

69,6 

680x1825x210 

8 

680x1850x1950 

826 

1775 

1805 

MR.GTA42U66.XX 

42U W=600mm D=600mm 
Freestanding ECO Cabinet 

42U 

600x600x2020 

19” 

390 

1925 

680x680x2042 

1 

70,2 

78,2 

680x680x2152 

78,2 

680x2100x210 

8 

680x1900x1950 

947 

2042 

2072 

MR.GTA12U68.XX 

12U W=600mm D=800mm Free 
Standing ALTER Cabinet 

12U 

600x800x593 

19” 

555 

498 

680x880x709 

1 

33 

41 

680x880x849 

41 

880x763x210 

8 

880x850x1950 

355 

808 

838 

MR.GTA16U68.XX 

16U W=600mm D=800mm 
Freestanding ECO Cabinet 

16U 

600x800x770 

19” 

555 

675 

680x880x886 

1 

38,25 

46,25 

680x880x1026 

46,25 

880x940x210 

8 

880x1000x1950 

532,5 

886 

916 

MR.GTA22U68.XX 

22U W=600mm D=800mm 
Freestanding ECO Cabinet 

22U 

600x800x1050 

19” 

555 

955 

680x880x1153 

1 

48 

56 

680x880x1253 

56 

880x1200x210 

8 

880x1200x1950 

630 

1153 

1183 

MR.GTA26U68.XX 

26U W=600mm D=800mm 
Freestanding ECO Cabinet 

26U 

600x800x1250 

19” 

555 

1155 

680x880x1331 

1 

54,6 

62,6 

680x880x1440 

62,6 

880x1380x210 

8 

880x1400x1950 

756 

1331 

1361 

MR.GTA32U68.XX 

32U W=600mm D=800mm 
Freestanding ECO Cabinet 

32U 

600x800x1540 

19” 

555 

1445 

680x880x1597 

1 

64,4 

72,4 

680x880x1707 

72,4 

880x1650x210 

8 

880x1700x1950 

854 

1597 

1627 

MR.GTA36U68.XX 

36U W=600mm D=800mm 
Freestanding ECO Cabinet 

36U 

600x800x1730 

19” 

555 

1635 

680x880x1765 

1 

71 

79 

680x880x1885 

79 

880x1825x210 

8 

880x1850x1950 

950 

1775 

1805 

MR.GTA42U68.XX 

42U W=600mm D=800mm 
Freestanding ECO Cabinet 

42U 

600x800x2020 

19” 

555 

1925 

680x880x2042 

1 

81 

89 

680x880x2152 

89 

880x2100x210 

8 

880x1900x1950 

1080 

2042 

2072 

MR.GTA26U61.XX 

26U W=600mm D=1 000mm 
Freestanding ECO Cabinet 

26U 

600x1000x1250 

19” 

740 

1155 

680x1080x1331 

1 

59,2 

67,2 

680x1080x1440 

67,2 

1080x1380x240 

8 

1080x1400x2200 

772 

1331 

1361 

MR.GTA36U61.XX 

36U W=600mm D=1 000mm 
Freestanding ECO Cabinet 

36U 

600x1000x1730 

19” 

740 

1635 

680x1080x1765 

1 

76,95 

84,95 

680x1080x1885 

84,95 

1080x1825x240 

8 

1080x1850x2200 

950 

1775 

1805 

MR.GTA42U61.XX 

42U W=600mm D=1 000mm 
Freestanding ECO Cabinet 

42U 

600x1000x2020 

19” 

740 

1925 

680x1080x2042 

1 

87,57 

95,57 

680x1080x2152 

95,57 

1080x2100x240 

8 

1080x1900x2200 

1175 

2042 

2072 


XX= Color Code, 02 means Light Grey RAL 
7035 and 01 means Black RAL 9005, the code is 
added by the customer at the order. 


When one of the door options is selected, it should be 
informed at the order with its selected surface. 


The number 0 from the door options stands for “doorless”, color options 
The standard door options: 

Front Door=1 , Rear Door=2. 


RAL 7035 LIGHT GREY RAL 9005 BLACK 
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SSmirsan ALTER SERIES FREE STANDING CABINET GENERAL FEATURES 



ALTERNATIVE SOLUTION 


Free standing ECO cabinets are 
low cost and alternative 19” rack 
cabinets. 


REMOVABLE SIDE 
PANELS 


The side panels of the Alter 
Series rack cabinets can be 
removed easily to provide 
multi-directional access. 
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TANDING ALTER CABINETS W=600mm/800mm D=600mm/800mm/1 000mm 


Loading Capacity : 600kg 


Product Code 

Product Description 

1 

Product 
Dimensions 
WxDxH (mm) 

1 Width: 
Between Rails 

Depth: 

Between Rails 

b 

Package 
Dimensions 
WxDxH (mm) 

1 

I 

Product Net 
Weight (kg) 

it 

"O'aj 

Assembled 
Shipment Pallet 
Dimensions 
WxDxH (mm) 

Assembled 
Shipment Pallet 
Weight (kg) 

Demounted 
Shipment Pack- 
age Dimensions 
WxDxH (mm) 

§|°s 

f”§£ 

Demounted 
Shipment Pallet 
Dimensions 
WxDxH (mm) 

Demounted 
Shipment Pallet 
Weight (kg) 

Height: with 
Leveling Feet 

Height: with 
Caster Group 
(mm) 

MR.GTA22U88.XX 

22U W=800mm D=800mm 

Free Standing ALTER Cabinet 

22U 

800x800x1050 

19” 

555 

955 

880x880x1153 

1 

56,7 

64,7 

880x880x1263 

64,7 

880x1200x210 

8 

880x1200x1950 

717 

1153 

1183 

MR.GTA26U88.XX 

26U W=800mm D=800mm 

Free Standing ALTER Cabinet 

26U 

800x800x1250 

19” 

555 

1155 

880x880x1331 

1 

64,5 

72,5 

880x880x1440 

72,5 

880x1380x210 

8 

880x1400x1950 

855 

1331 

1361 

MR.GTA32U88.XX 

32U W=800mm D=800mm 

Free Standing ALTER Cabinet 

32U 

800x800x1540 

19” 

555 

1445 

880x880x1597 

1 

76,14 

82,14 

880x880x1707 

82,14 

880x1650x210 

8 

880x1700x1950 

970 

1597 

1627 

MR.GTA36U88.XX 

36U W=800mm D=800mm 

Free Standing ALTER Cabinet 

36U 

800x800x1730 

19” 

555 

1635 

880x880x1765 

1 

83,7 

91,7 

880x880x1885 

91,7 

880x1825x210 

8 

880x1850x1950 

1077 

1775 

1805 

MR.GTA42U88.XX 

42U W=800mm D=800mm 

Free Standing ALTER Cabinet 

42U 

800x800x2020 

19” 

555 

1925 

880x880x2042 

1 

95,4 

103,4 

880x880x2152 

103,4 

880x2100x210 

8 

880x1900x1950 

1224 

2042 

2072 


XX= Color Code, 02 means Light Grey RAL 
7035 and 01 means Black RAL 9005, the code 
added by the customer at the order. 
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When one ot the door options is selected, it should be 
informed at the order with its selected surface. 


The number 0 from the door options stands for “doorless”. 
The standard door options: 

Front Door=1 , Rear Door=2. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


ALTER SERIES WALL TYPE CABINET GENERAL FEATURES 



ALTERNATIVE SOLUTION 

Wall Type ALTER cabinets are 
low cost and alternative 19” rack 
cabinets. 


REMOVABLE SIDE 
PANELS 

The side panels of the Alter 
Series rack cabinets can be 
removed easily to provide 
multi-directional access. 



WT SERIES ALTER WALL TYPE CABINETS W=600mm D=450mm 


Product Code 

Product Description 

h Measurement 

(U) 

Product 
Dimensions 
WxDxH (mm) 


Between Rails 

Ah Wall 
Mounting Hole 
Gaps (mm) 

Measurement 

(mm) 

Package 

Dimensions 

WxDxH 

(mm) 

s 

fjf 
§ ° 
ZlE 

Product Net 
Weight (kg) 

Product 

Gross 

Weight (kg) 

1 

Pallet Dimen- 
sions WxDxH 
(mm) 

Pallet 

Weight (kg) 

DEPTH: 
Between rail 
and rear panel 
(mm) 

MR.WTA07U45.XX 

7U W=600mm D=450mm Wall Type ALTER 

7U 

600x450x423 

19” 

276 

343 

620x470x450 

1 

17 

18,4 

20 

1100x1300x2400 

390 

355 

MR.WTA09U45.XX 

9U W=600mm D=450mm Wall Type ALTER 

9U 

600x450x512 

19” 

365 

432 

620x470x540 

1 

19 

20,3 

16 

1100x1300x2280 

347 

355 

MR.WTA12U45.XX 

1 2U W=600mm D=450mm Wall Type ALTER 

12U 

600x450x645 

19” 

498 

565 

620x470x670 

1 

23 

24 

12 

1100x1300x2150 

310 

355 

MR.WTA16U45.XX 

1 6U W=600mm D=450mm Wall Type ALTER 

16U 

600x450x823 

19” 

676 

743 

620x470x850 

1 

27 

29 

10 

1100x1300x2450 

312 

355 

MR.WTA20U45.XX 

20U W=600mm D=450mm Wall Type ALTER 

20U 

600x450x1000 

19” 

856 

920 

620x470x1030 

1 

32 

33,3 

8 

1100x1300x2250 

288 

355 

MR.WTA07U56.XX 

7U W=600mm D=600mm Wall Type ALTER 

7U 

600x600x423 

19” 

276 

329 

620x620x450 

1 

19,5 

20,5 

20 

1200x1300x2400 

436 

455 

MR.WTA09U56.XX 

9U W=600mm D=600mm Wall Type ALTER 

9U 

600x600x512 

19” 

365 

418 

620x620x540 

1 

21,6 

22,7 

16 

1200x1300x2280 

390 

455 

MR.WTA12U56.XX 

12U W=600mm D=600mm Wall Type ALTER 

12U 

600x600x645 

19” 

498 

551 

620x620x670 

1 

25,6 

27 

12 

1200x1300x2150 

350 

455 

MR.WTA16U56.XX 

1 6U W=600mm D=600mm Wall Type ALTER 

46U 

600x600x823 

19” 

476 

729 

620x620x850 

1 

30,5 

32 

10 

1200x1300x2450 

346 

455 

MR.WTA20U56.XX 

20U W=600mm D=600mm Wall Type ALTER 

20U 

600x600x1000 

19” 

856 

906 

620x620x1030 

1 

35,5 

37 

8 

1200x1300x2250 

322 

455 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL I When one of the door options is selected, it should I The standard door options: 

9005, the code is added by the customer at the order. | be informed at the order with its selected surface. | Front Door=1 (Glass Door), Rear Door=1 (Bracket Type Door). 
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6 PORT ODF BOX 




TYPE 21 


' 5 ^ , 


1U FIBER OPTICAL BOX 
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SSmirsan 

^ 19” rock cabinet systems 
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SSminsan 

19” rock cabinet systems 


SHELVES 



FIXED SHELVES 


Loading Capacity : 50kg 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

Product 

Gross 

W 

Number in 
the Package 
(pcs) 

Dimensions 

WxDxH 

(mm) 

Box Gross 
Weight (kg) 

MR.SBR60.XX 

D=600 Fixed Shelf 

465x345x25 

480X355X40 

1,5 

1,8 

12 

550x430x400 

22,5 

MR.SBR80.XX 

D=800 Fixed Shelf 

465x525x25 

480X550X40 

2,2 

2,7 

12 

550x430x630 

34 

MR.SBR100.XX 

D=1000 Fixed Shelf 

465x725x25 

480X725X40 

2,9 

3,2 

10 

800x430x510 

34 


Fixed shelves are cabinet shelves adaptable to Mirsan- 
Rack cabinets, with 4 connection points and bearing 
ventilation slots thereon. 


By attaching single cable organizer to the rectangular 
openings on the front and back, cables of the devices 
installed thereon may be organized professionally. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


SLIDING SHELVES Loading Capacity : 30kg 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product^ Net 


Number in 
the Package 

Dimensions 

WxDxH 

(mm) 

Box Gross 
Weight (kg) 

MR.HRK60.XX 

D=600 Sliding Shelf 

482X345X45 

510X355X60 

2,1 

2,4 

7 

550x430x400 

19 

MR.HRK80.XX 

D=800 Sliding Shelf 

482X525X45 

510X550X60 

3,1 

3,4 

7 

550x430x630 

26,5 


Sliding shelves are cabinet shelves adaptable to MirsanRack cabinets, with 4 connection COLOR options 

points, movable within the depth and bearing ventilation slots thereon. | ] 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


2 POINT C 

ONNECTED RAC 

MOIIM 

T SHED 

l/ES 


L 

oading Capac 

:ity : 30kg 

Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

|s 

Number in 
the Package 
(pcs) 

n- Box 

Dimensions 

(mm) 

Box Gross 
Weight (kg) 

MR.RAK1U20.XX 

1 U 19” D=200mm rack mount shell 

486x200x44 

510x240x50 

0,9 

1,1 

10 

550x430x400 

13 

MR.RAK1U25.XX 

1 U 19” D=250mm rack mount shell 

486x250x44 

510x280x50 

1,1 

1,3 

10 

550x430x400 

15 

MR.RAK1U30.XX 

1 U 19” D=300mm rack mount shell 

486x300x44 

505x305x50 

1,3 

1,6 

9 

550x430x400 

17 

MR.RAK1U40.XX 

1 U 19” D=400mm rack mount shell 

486x400x44 

515x415x55 

1,7 

2,1 

8 

550x430x400 

16,8 

MR.RAK2U35.XX 

2U 19” D=350mm rack mount shell 

486x350x88 

510x360x90 

2,1 

2,4 

4 

550x430x400 

11 

MR.RAK2U55.XX 

2U 19” D=550mm rack mount shell 

486x550x88 

500x595x100 

3,3 

3,8 

4 

550x430x630 

16,5 


Rack mounts with 2 point connections are cabinet shelves 
adaptable to all 19” cabinets and bearing ventilation slots 
thereon. 


In case of need 2 side brackets with adjustable 
depth may be added to the back. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


4 POINT C 

ONNECTED RAC 

MOUM 

T SHED 

l/ES 


L 

oading Capac 

;ity : 50kg 

Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

1 Product | 
Gross 

Hi 

Number in 
the Package 
(pcs) 

Box. 

Dimensions 

W 

Box Gross 
Weight (kg) 

MR.HRM1 U35.XX 

1 U 1 9” front, 1U 19” rear 
connection D=350mm Shelf 

486x350x44 

510x410x55 

2,1 

2,4 

7 

550x430x480 

18,9 

MR.HRM2U35.XX 

2U19” front, 1 U 1 9” rear 
connection D=350mm Shelf 

486x350x88 

510x360x100 

2,2 

2,6 

4 

545x425x400 

12,3 

MR.HRM1 U45.XX 

1 U 1 9” front, 1U 19” rear 
connection D=450mm Shelf 

486x450x44 

558x475x57 

2,4 

2,7 

7 

550x450x630 

21 

MR.HRM2U45.XX 

2U19” front, 1 U 1 9” rear 
connection D=450mm Shelf 

486x450x88 

595x500x100 

2,7 

3,1 

4 

550x450x630 

14,5 

MR.HRM2U55.XX 

2U19” front, 1 U 1 9” rear 
connection D=550mm Shelf 

486x550x88 

595x500x100 

3,3 

3,7 

4 

550x450x630 

17 

MR.HRM2U65.XX 

2U 19” front, 1U 19” rear 
connection D=650mm Shelf 

486x650x88 

683x490x90 

3,5 

4 

4 

550x440x800 

18,5 


Rack mounts with 4 point connections in total, as 2 on the 
front and 2 on the back, are cabinet shelves adaptable to all 
19” cabinets and bearing ventilation slots thereon. 


By means of 2 depth adjustable side brackets 
at the back, they may be installed at various 
depths. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 
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4 POINT CO 

NNECTED HEAVY C 

IUTY TYF 

■E SERVE 

R FIXE 

SHELVES lo 

ading Capaci 

ty :100kg 

Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

Product 

Gross 

W 

Number in 
the Package 
(pcs) 

ilr 

Box Gross 
Weight (kg) 

MR.SRS100.XX 

Heavy duty type D=1 000 Server Fixed Shelt 

482X740X45 

510X750X60 

4,1 

4,6 

8 

550x440x800 

41 


Heavy duty fixed shelves are server cabinet shelves with 
high resistance, adaptable to all 19”, D=1000 cabinets 
and bearing ventilation slots thereon. 


Thanks to depth adjustable side brackets found at the 
front and back, they are able to establish connection at 
4 points from back and front. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 




XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


4 POINT CONNECTED HEAVY DUTY TYPE SERVER SLIDING SHELVES Loading Capacity : 50kg 


Heavy duty movable shelves are server cabinet shelves 
with high resistance, adaptable to all 19”, D=1000 cabinets, 
movable throughout the depth, and bearing ventilation slots 
thereon. 

Thanks to depth adjustable side brackets found at the front and 
back, they are able to establish connection at 4 points from 
back and front. 


Moving mechanism may be locked by means 
of 2 flap locks introduced on the left and right, 
when inside the cabinet. 

They are delivered with acrobatic arms at their 
backs, organizing cabling of the devices. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Box Gross 
Weight (kg) 


MR.LDS60.ZN 


D=600 L Type Support Module, 
galvanized finish, 1set=2pcs. 


300x45x45 


320x60x60 


550x430x400 


MR.LDS80.ZN 


D=800 L Type Support Module, 
galvanized finish, 1 set=2pcs. 


500x45x45 


520x60x60 


550x430x400 


MR.LDS100.ZN 


D=1 000 L Type Support Module, 
galvanized finish, 1set=2pcs. 


650x45x45 


670x60x60 


810x430x525 


They are supporting modules adaptable to 19” cabinets and are used in order They are delivered as 1 set: 2 pieces; 1 for connecting on the right 

to prevent sagging of the rack mounted or unmounted 19” heavy devices. and 1 for the left across the depth of the cabinet. 

Dimensions of the product should chosen so as to be equal with 
the depth of the cabinet. 233 


L TYPE SI 


PPORT MODULES 


Loading Capacity : 100kg 
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P Min I 
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f= 
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- — 4=*- 
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non 



r 

UiL\J 

Max 
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Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

Product 

* 

Number in 
the Package 
(pcs) 

Box 

Dimensions 

WxDxH 

Heavy duty type D=1 000 Server Sliding Shelf 

482X740X45 

510X750X60 

6,1 

6,7 

8 

550x440x800 


Product Code 


MR.SRH100.XX 




SSmirsan 

19” rock cabinet systems 


BLANK PANELS 



BLANK panels are cabinet accessories made of metal adaptable to all 19” cabinets functioning as closing unused U values - resulting from 
not installing a device or reserved - and stopping and/or directing hot/cold air flows. They also contribute to a proper appearance. 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 

SCREW TYPE BLANK PANELS 


MR.PSV1U.XX 


1 U 1 9” screw type, vented blank panel 


482x15x44 


500x22x55 


560x425x122 


MR.PSV2U.XX 


2U 19” screw type, vented blank panel 


482x15x88 


500x22x147 


36 560x428x122 


MR.PSV3U.XX 


3U 19” screw type, vented blank panel 


482x15x132 


500x22x147 


40 545x425x400 


MR.PSV4U.XX 


4U 19” screw type, vented blank panel 


482x15x176 


490x22x182 


545x425x400 


MR.PSV5U.XX 


5U 19” screw type, vented blank panel 


482x15x220 


490x22x225 


40 550x430x480 


MR.PSV6U.XX 


6U 19” screw type, vented blank panel 


482x15x264 


490x22x270 


42 550x450x630 


MR.PKT1U.XX 


1 U 19” toolless mounting, blank panel 


482x15x44 500x22x55 


40 560x425x122 


MR.PKT2U.XX 


2U 19” toolless mounting, blank panel 


482x15x88 500x22x147 


560x428x122 


MR.PKT3U.XX 3U 19” toolless mounting, blank panel 


482x15x132 500x22x147 


545x425x400 


MR.PKT4U.XX 


4U 19” toolless mounting, blank panel 


482x15x176 490x22x182 


40 545x425x400 


MR.PKT5U.XX 


5U 19” toolless mounting, blank panel 


482x15x220 490x22x225 


40 550x430x480 


MR.PKT6U.XX 6U 19” toolless mounting, blank panel 


482x15x264 490x22x270 


550x450x630 


MR.PST1U.XX 


1 U 1 9” tool less mounting, vented blank panel 


482x15x44 500x22x55 


40 560x425x122 


MR.PST2U.XX 


2U 1 9” toolless mounting, vented blank panel 


482x15x88 500x22x147 


36 560x428x122 


MR.PST3U.XX 


3U 1 9” tool less mounting, vented blank panel 


482x15x132 500x22x147 


545x425x400 


MR.PST4U.XX 


4U 1 9” toolless mounting, vented blank panel 


482x15x176 490x22x182 


40 545x425x400 


MR.PST5U.XX 


5U 1 9” toolless mounting, vented blank panel 


482x15x220 490x22x225 


40 550x430x480 


MR.PST6U.XX 


6U 1 9” tool less mounting, vented blank panel 


482x15x264 490x22x270 


550x450x630 


MR.PKS1 U.XX 1 U 1 9” snap locking blank panel 


482x15x44 500x22x55 


40 560x425x122 


MR.PKS2U.XX 2U 19” snap locking blankpanel 


482x15x88 500x22x147 


560x428x122 


MR.PKS3U.XX 3U 1 9” snap locking blank panel 


482x15x132 500x22x147 


545x425x400 


MR.PKS4U.XX 4U 1 9” snap locking blank panel 


482x15x176 490x22x182 


40 545x425x400 


MR.PKS5U.XX 5U 19” snap locking blankpanel 


482x15x220 490x22x225 


550x430x480 


MR.PKS6U.XX 6U 1 9” snap locking blank panel 


482x15x264 490x22x270 


550x450x630 


MR.PSS1 U.XX 1 U 1 9” snap locking, vented blank panel 


482x15x44 


500x22x55 


560x425x122 


MR.PSS2U.XX 2U 1 9” snap locking, vented blank panel 


482x15x88 


500x22x147 


560x428x122 


MR.PSS3U.XX 3U 1 9” snap locking, vented blank panel 


482x15x132 


500x22x147 


40 545x425x400 


MR.PSS4U.XX 4U 1 9” snap locking, vented blank panel 


482x15x176 


490x22x182 


40 545x425x400 


MR.PSS5U.XX 5U 1 9” snap locking, vented blank panel 


482x15x220 


490x22x225 


40 550x430x480 


MR.PSS6U.XX 6U 1 9” snap locking, vented blank panel 


482x15x264 


490x22x270 


550x450x630 


They are blank panels with a closed surface and installed with screws 

SCREW TYPE, VENTED BLANK PANELS 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


They are blank panels with a closed surface and installed with screws 

TOOLLESS MOUNTING BLANK PANELS 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


I COLOR OPTIONS 


I RAL 7035 LIGHT GREY RAL 9005 BLACK 


These blank panels are mounted by the snap locks found on the right and the left, without use of a tool. 

SNAP LOCKING VENTED BLANK PANELS 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


These blank panels are mounted by the flap locks found on the right and the left, without use of a tool. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


They are shielded panels which are mounted with manually screwed clips, without use of a tool. 


TOOLLESS MOUNTING, VENTED BLANK PANELS 


They are shielded slot panels which are mounted with manually screwed clips, without use of a tool. 


SNAP LOCKING BLANK PANELS 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

f 

Number in 
the Package 
(pcs) 

Dimensions 

(mm) 

Box Gross 
Weight (kg) 

MR.PKV1U.XX 

1 U 1 9” screw type blankpanel 

482x15x44 

500x22x55 

0,25 

0,29 

40 

560x425x122 

13,5 

MR.PKV2U.XX 

2U 19” screw type blankpanel 

482x15x88 

500x22x147 

0,41 

0,5 

36 

560x428x122 

19 

MR.PKV3U.XX 

3U 19” screw type blankpanel 

482x15x132 

500x22x147 

0,57 

0,66 

40 

545x425x400 

28,7 

MR.PKV4U.XX 

4U 1 9” screw type blankpanel 

482x15x176 

490x22x182 

0,78 

0,9 

40 

545x425x400 

39,2 

MR.PKV5U.XX 

5U 1 9” screw type blankpanel 

482x15x220 

490x22x225 

0,95 

1,06 

40 

550x430x480 

44,1 

MR.PKV6U.XX 

6U 19” screw type blankpanel 

482x15x264 

490x22x270 

1,13 

1,27 

42 

550x450x630 

55,7 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Product 
Weight ' 




Product 

Gross 

Weight 


Number in 
the Package 
(pcs) 


Box Gros: 
Weight (kc 


* 

:fl > 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Number in 
the Package 
(pcs) 


Product Code 


Product Description 


Product Package 
Dimensions , Dimensions 
WxDxH (mm) WxDxH (mm) 


Product Net 
Weight (kg) 


Number in 
the Package 
(pcs) 


Box Gross 
Weight (kg) 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Product Net 
Weight (kg) 


;odi 

TOSS 


Number in 
the Package 
(pcs) 


Box Gross 
Weight (kg) 


Product Code 


Product Description 


Product 
Dimensii 
WxDxH (r 


Package 
Dimensions 
WxDxH (mm) 


the Package 
(pcs) 


Dimensions 

WxDxH 

(mm) 


Box Gross 
Weight (kg) 


EQUIPMENT MOUNTING RAILS 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

■BOH 

Gross 

■ 

Number in 
the Package 
(pcs) 

Dimensions 

■ 

Box Gross 
Weight (kg) 

MR.CMD07U.ZN 

7U equipment mounting rail, 1set=2pcs. 
(lefl/right) 

50X30X406 

55X35X430 

0,8 

0,9 

1 

55X35X430 

0,9 

MR.CMD09U.ZN 

9U equipment mounting rail, 1set=2pcs. 
(lefl/right) 

50X30X495 

55X35X520 

1 

1,1 

1 

55X35X520 

1,1 

MR.CMD12U.ZN 

12U equipment mounting rail1set=2pcs. 
(lefl/right) 

50X30X628 

55X35X650 

1,3 

1,4 

1 

55X35X650 

1,4 

MR.CMD16U.ZN 

16U equipment mounting rail1set=2pcs. 
(lefl/right) 

50X30X806 

55X35X830 

1,6 

1,7 

1 

55X35X830 

1,7 

MR.CMD20U.ZN 

20U equipment mounting rail1set=2pcs. 
(lefl/right) 

50X30X984 

55X35X1010 

2 

2,1 

1 

55X35X1010 

2,1 

MR.CMD22U.ZN 

22U equipment mounting rail1set=2pcs. 
(lefl/right) 

50X30X1060 

55X35X1080 

2,1 

2,2 

1 

55X35X1080 

2,2 

MR.CMD26U.ZN 

26U equipment mounting rail1set=2pcs. 
(lefl/right) 

50X30X1235 

55X35X1260 

2,5 

2,6 

1 

55X35X1260 

2,6 

MR.CMD32U.ZN 

32U equipment mounting rail1set=2pcs. 
(lefl/right) 

50X30X1500 

55X35X1520 

3 

3,1 

1 

55X35X1520 

3,1 

MR.CMD36U.ZN 

36U equipment mounting rail1set=2pcs. 
(lefl/right) 

50X30X1675 

55X35X1700 

3,3 

3,4 

1 

55X35X1700 

3,4 

MR.CMD40U.ZN 

40U equipment mounting rail1set=2pcs. 
(lefl/right) 

50X30X1850 

55X35X1870 

3,7 

3,8 

1 

55X35X1870 

3,8 

MR.CMD42U.ZN 

42U equipment mounting rail1set=2pcs. 
(lefl/right) 

50X30X1935 

55X35X1960 

3,8 

3,9 

1 

55X35X1960 

3,9 

MR.CMD46U.ZN 

46U equipment mounting raihset=2pcs. 
(lefl/right) 

50X30X2110 

55X35X2130 

4,2 

4,3 

1 

55X35X2130 

4,3 


Equipment mounting rails are accessories for connecting devices into the cabinets, adaptable to all Wall Type and Free They are delivered as 

Standing type MirsanRack cabinets which are made of 1 .5 mm metal and having high resistance and carrying capacity 1 set: 2 pieces, 

thanks to the twisted structure. 




XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


They are metal accessories used for connecting GT Series 
Cabinets side by side. 


Cabinet connection kit is installed to the cabinet 
by detaching the side doors. 

They are delivered as 1 set: 4 pieces. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


FIXING HARDWARE 


DRAWER MODULES (LOCKABLE) 


Loading Capacity : 50kg 


MR.CEK1U.XX 


1 U 19” keyboard and general use, 
lockable drawer module 


482x400x45 


510x420x60 


545x425x400 


MR.CEK2U.XX 


2U 19” keyboard and general use, 
lockable drawer module 


482x400x90 


510x420x110 


545x425x400 


MR.CEK3U.XX 


3U 19” keyboard and general use, 
lockable drawer module 


482x400x135 


510x420x155 


550x430x480 


MR.CEK6U.XX 


6U 19” keyboard and general use, 
lockable drawer module 


482x400x270 


510x420x290 


545x425x400 


MR.BKK.XX 


Cabinet baying kit,1set=4pcs. 


100x50x30 


270x165x50 


550X430X400 49 


MR.KFS20 


M6cage nut set and mounting 
screws, 1 set= 20pcs. 


82x82x100 


560x425x122 


MR.KFS50 


M6cage nut set and mounting 
screws, 1set=50pcs. 


82x82x100 


560x425x122 


M6 steel cage nut set consists of cage nut, screw and rack 
type PVC washers. 


They are introduced as 20 piece or 50 piece 
packs. 


Rack modules are general purpose housings, lockable and adaptable to 
all 19” cabinets. They can be easily installed to any depth by means of 
adjustable depth side brackets found in the front and in the back. 


With its specially designed side panels of 
extruded aluminum it presents a robust 
and high resistance structure. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


BAYING KIT 


Product Code 


Product Description 


Product 
Dimension: 
WxDxH (mi 


ns 

im) 


Package 
Dimensions 
WxDxH (mm) 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Number in 
the Package 
(pcs) 


Box Gross 
Weight (kg) 
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SSmirsan 


* 19” rock cabinet systems 


CABLE ORGANIZER ACCESSORIES 



19” HOOK ORGANIZER 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

Wnr^l 

Number in 
the Package 
(pcs) 

Box 

Dimensions 

WxDxH 

(mm) 

Box Gross 
Weight (kg) 

MR.OKP1U19.XX 

1 U 19" cable organizer panel with 5 hooks 

482x72x44 

490x80x50 

0,32 

0,35 

32 

545x425x400 

12,8 

MR.OKP2U 19.XX 

2U 19” cable organizer panel with 5 hooks 

482x72x88 

490x85x95 

0,65 

0,72 

16 

545x425x400 

13 


They are cable organizers with 5 aluminum hooks and a 
metal installation base suitable for all 19” cabinets, which are 
used for organized and effective lodgment of cables. 


They can be installed at two directions, 
horizontal or vertical, in (19”)3 GT series 
cabinets. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


19” HOOK ORGANIZER Wl 

TH CAB 

LE ENTF 

IY HOI 

.ES 




Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

w 

Number in 
the Package 
(pcs) 

Box 

Dimensions 

WxDxH 

(mm) 

Box Gross 
Weight (kg) 

MR.OKB1U19.XX 

1 U 1 9” Cable organizer panel with 5 
hooks with cable entrv holes 

482x72x44 

490x80x50 

0,32 

0,35 

32 

545x425x400 

12,8 

MR.OKB2U 19.XX 

2U 1 9” cable organizer panel with 5 

I hooks with cable entry holes 

482x72x88 

490x85x95 

0,65 

0,72 

16 

545x425x400 

13 


They are cable organizers with 5 aluminum hooks and an instal- 
lation base with cable entry holes suitable for all 19” cabinets, 
which are used for organized and effective lodgment of cables. 


They can be installed at two directions, 
horizontal or vertical, in (19”)3 GT series 
cabinets. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


SINGLE HOOK SETS 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

Product 

Iff 1 

Number in 
the Package 

D BT 

Box Gross 
Weight (kg) 

MR.OKS05D30.01 

Cable organizer hook set, metal 
44x30mm, 1 set =5pcs. 

44x30 

145x100x50 

0,5 

0,65 

26 

560x425x122 

18 

MR.OKS10D30.01 

Cable organizer hook set, metal 
44x30mm, 1 set =1 Opes. 

44x30 

145x100x50 

1 

1,15 

26 

560x425x122 

31 

MR.OKS05A60.01 

Cable organizer hook set, 
aluminum 44x60mm, 1set=5pcs. 

44x60 

145x100x50 

0,65 

0,80 

26 

560x425x122 

22 

MR.OKS10A60.01 

Cable organizer hook set, 
aluminum 44x60mm, 1 set =1 Opes. 

44x60 

145x100x50 

1,3 

1,45 

26 

560x425x122 

39 

MR.OKS05D1 00.01 

Cable organizer hook set, metal 

44x1 00mm, 1 set =5pcs. 

44x100 

490x80x50 

0,9 

1,05 

32 

545x425x400 

30 

MR.OKS10D1 00.01 

Cable organizer hook set, metal 

44x1 00mm, 1 set =1 Opes. 

44x100 

490x80x50 

1,8 

2 

20 

545x425x400 

38 

MR.OKS05A88.01 

Cable organizer hook set, 
aluminum 88x60mm, 1 set =5pcs. 

88x60 

490x85x95 

1 

1,15 

16 

545x425x400 

17,5 

MR.OKS10A88.01 

Cable organizer hook set, 
aluminum 88x60mm, 1 set =1 Opes. 

88x60 

490x85x95 

2 

2,15 

16 

545x425x400 

33,5 


They are simple organizer solutions as single hooks 
adaptable to all cabinets with 1 U and 2U installation 
base. 


They are introduced with 2 pack options as 5 pieces or 10 
pieces in four sizes (44x30, 44x60, 44x100, 88x60). 


COLOR OPTIONS 

i i 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


SIMPLE BRUSHED ORGANIZERS 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

FJodudNet 

w 

Number in 
the Package 
(pcs) 

Dimensions 

WxDxH 

(mm) 

Box Gross 
Weight (kg) 

MR.OFB1U19.XX 

1 U 19” simple type, brushed cable 
organizer panel, patchcord entry hole 

482x12x44 

490x20x50 

0,25 

0,29 

40 

560x425x122 

13,5 

MR.OFBYU19.XX 

1/2U 19” simple type, brushed cable 
organizer panel, patchcord entry hole 

482x12x22 

490x20x50 

0,22 

0,25 

40 

560x425x122 

11 


COLOR OPTIONS 


Brushed cable organizers are metal accessories, adaptable to all 19” cabinets and are used for preventing against 
dust and rendering an organized appearance as well by BLANK the cable harness by means of the brushes at the 
cable inlet holes. 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


PATCHCORD CONVEYOR BRUSHED ORGANIZERS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

5 

Number in 
the Package 
(pcs) 

Dimensions 

(mm) 

Box Gross 
Weight (kg) 

MR.OFL1U19.XX 

1 U 19” L bent, brushed cable organizer 
panel, patchcord cable entry hole 

482x112x44 

490x135x50 

0,58 

0,76 

20 

545x425x400 

17 

MR.OFLYU19.XX 

1/2U 19’ L bent, brushed cable orga- 
lizer panel, patchcord cable entry hole 

482x112x22 

490x135x50 

0,52 

0,70 

20 

545x425x400 

16 


They are metal accessories 
suitable for all 19” cabinets. 


COLOR OPTIONS 


Brushed cable organizers with patchcord carriers prevent incoming dust with 
said brushes at the cable inlet holes as well as prevent cable sags by means 
of the L twists carrying the cables. 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


RAL 7035 LIGHT GREY RAL 9005 BLACK 
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1U CABLE TIRE-UP PANELS 



Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mrr§| 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 


Number in 
the Package 
(pcs) 

Dimensions 

WxDxH 

(mm) 

Box Gross 
Weight (kg) 

MR.TUP60.XX 

D=600 cable tire-up panel 

282x10x44 

290x20x50 

0,25 

0,33 

1 

290x20x50 

0,33 

MR.TUP80.XX 

D=800 cable tire-up panel 

482x10x44 

490x20x50 

0,33 

0,43 

1 

490x20x50 

0,43 

MR.TUP100.XX 

D=1 000 cable tire-up panel 

686x10x44 

700x20x50 

0,41 

0,52 

1 

700x20x50 

0,52 


1 U cable holding panels are metal accessories installed throughout the 
depth of the cabinets and enabling tiring-up and holding of cables by means 
of special pattern thereon. 


They can be installed at two 
directions, horizontal or vertical, in 
(19”)3 GT series cabinets. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


VERTICAL CABLE TRAYS 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

w 

Number in 
the Package 
(pcs) 

Dimensions 

WxDxH 

(mm) 

Box Gross 
Weight (kg) 

MR.KNL12U.ZN 

1 2U W=1 00mm cable tray 

100x10x552 

110x20x582 

0,37 

0,41 

2 

110x20x582 

0,92 

MR.KNL16U.ZN 

1 6U W=1 00mm cable tray 

100x10x730 

110x20x752 

0,42 

0,48 

2 

110x20x752 

0,97 

MR.KNL20U.ZN 

20UW=1 00mm cable tray 

100x10x908 

110x20x930 

0,53 

0,6 

2 

110x20x930 

1,2 

MR.KNL22U.ZN 

22UW=1 00mm cable tray 

100x10x996 

110x20x1020 

0,59 

0,68 

2 

110x20x1020 

1,36 

MR.KNL26U.ZN 

26UW=1 00mm cable tray 

100x10x1175 

110x20x1200 

0,64 

0,71 

2 

110x20x1200 

1,43 

MR.KNL32U.ZN 

32UW=1 00mm cable tray 

100x10x1440 

110x20x1470 

0,8 

0,88 

2 

110x20x1470 

1,77 

MR.KNL36U.ZN 

36UW=1 00mm cable tray 

100x10x1620 

110x20x1650 

0,9 

1,01 

2 

110x20x1650 

2,02 

MR.KNL40U.ZN 

40U W=1 00mm cable tray 

100x10x1752 

110x20x1782 

0,98 

1,08 

2 

110x20x1782 

2,16 

MR.KNL42U.ZN 

42U W=1 00mm cable tray 

100x10x1885 

110x20x1910 

1,05 

1,1 

2 

110x20x1910 

2,2 

MR.KNL46U.ZN 

46UW=1 00mm cable tray 

100x10x2020 

110x20x2050 

1,15 

1,28 

2 

110x20x2050 

2,56 


Vertical cable trayss are for free standing server cabinets, metal accessories with galvanized coating enabling tire-up of cables and distribution of 
them to the relevant equipment neatly by means of its dense slots thereon. 


OMEGAS 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

1 Product 

t 

Number in 
the Package 
(pcs) 

Dimensions 

(mm) 

Box Gross 
Weight (kg) 

MR.OMG60.ZN 

D=600 omega 

95X410X20 

110X430X40 

0,37 

0,5 

60 

550x430x400 

31 

MR.OMG80.ZN 

D=800 omega 

95X595X20 

110X610X40 

0,5 

0,7 

75 

810x430x525 

53.5 

MR.OMGIOO.ZN 

D=1 000 omega 

95X740X20 

110X760X40 

0,6 

0,8 

75 

810x430x525 

61 


Omegas are for tiring-up and carrying the cables connected across the 
depth of the cabinet between the installation rail and side bracket in 
W=800 cabinets. 


Each omega may be connected to at least 1 side bracket. They may be 
used horizontally or vertically, in 2 positions. In horizontal utilizations, 
the length of the omega should be ordered so as to be equal to the 
depth value. 



PATCH PANELS 


CAT5 & CAT6 PATCH PANELS 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

Gross 

Weight 

Number in 
the Package 
(pcs) 

Dimensions 

(mm) 

Box Gross 
Weight (kg) 

MR.PCP1U24.C5 

1 U 24 Port CAT5 Patch Panel 

482x30x44 

500x55x70 

0,49 

0,62 

40 

560x425x400 

26 

MR.PCP2U48.C5 

2U 48 Port CAT5 Patch Panel 

482x30x88 

500x55x105 

0,86 

1 

28 

560x425x400 

29 

MR.PCP1U24.C6 

1U24 Port CAT6 Patch Panel 

482x30x44 

500x55x70 

0,49 

0,62 

40 

560x425x400 

26 

MR.PCP2U48.C6 

2U 48 Port CAT6 Patch Panel 

482x30x88 

500x55x105 

0,86 

1 

28 

560x425x400 

29 
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COVERED CABLE ORGANIZERS 



XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


MR.0KK1U19.XX 


111 19” sliding cover cable 
management panel 


482x72x44 


490x80x50 


545x425x400 


MR.0KK2U19.XX 


2U19” sliding cover cable 
management panel 


482x72x88 


490x85x95 


545x425x400 


Installation of the cover does not require screwing to be attached thanks to 
its design enabling affixation to the cabinet without use of a tool. 


COLOR OPTIONS 

!□ 

RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


S TYPE ORGANIZERS WITH COVER 


MR.OSK1U19.XX 


1 U 1 9” S type cable management 
panel with cover 


482x75x44 


490x80x50 


545x425x400 


MR.OSK2U19.XX 


2U 19” S type cable management 
panel with cover 


482x75x88 


490x85x95 


Thanks to the round plastic attachment pieces found at the corners of the cabinet, detachment 
and re-attachment of the cover does not require use of a tool. 


545x425x400 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


R TYPE ORGANIZERS WITH COVER 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


VERTICAL CABLE MANAGEMENT ORGANIZERS 


MR.ODK22U.XX 


22U vertical cable organizer, 
1set=2pcs. I 


92x92x1060 


200x100x1080 6,2 


200x100x1080 


MR.ODK26U.XX 


26U vertical cable organizer, 
1set=2 pcs, (lefi/right) 


92x92x1240 


200x100x1260 7,1 


200x100x1260 


MR.ODK32U.XX 


32U vertical cable organizer, 
1set=2 pcs. (left/right) 


92x92x1510 


200x100x1530 8,4 


200x100x1530 


MR.ODK36U.XX 


36U vertical cable organizer, 
1set=2 pcs, (left/right) 


92x92x1685 


200x100x1705 9,2 


200x100x1705 


MR.ODK40U.XX 


40U vertical cable organizer, 
1set=2 pcs. (left/right) 


92x92x1860 


200x100x1880 10,1 


200x100x1880 


MR.ODK42U.XX 


42U vertical cable organizer, 
1set=2 pcs. (left/right) 


92x92x1955 


200x100x1975 10,5 


200x100x1975 


MR.ODK46U.XX 


46U vertical cable organizer, 
1set=2 pcs, (left/right) 


92x92x2130 


200z1 00x21 50 11,4 


200z1 00x2150 


These cable organizers are for use inside the W=800 GT 
Series cabinets enabling organized and proper cabling inside 
the cabinet. They are installed in a vertical position and 
provided with a cover. 


Thanks to the flap locked cover, it can be detached 
and re-installed within seconds. It renders a neat and 
a professional appearance to the cabinet by BLANK 
the cable harness when looked from the back or 
front.They are delivered as 1 set: 2 pieces (right/left). 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


COVERED CABLE ORGANIZERS 


19” covered cable organizers are accessories suitable for all 19” cabinets by housing the cable harness 
inside thereby BLANK them by means of its cover and rendering a neat appearance to the cabinet. 

SLIDING COVER 19” ORGANIZERS 


Finger type plastic organizer allows opening of the cover towards up or 
down without use of a tool by means of bi-directional cover. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


P TYPE ORGANIZERS WITH COVER 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Box Gross 
Weight (kg) 


MR.0PK2U19.XX 2U ^ P^pe cabte management panel 

cover (finger type plasstic organizer integrated) 


500x180x95 


545x425x400 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

He' 

Number in 
the Package 

Dimgons 

(mm) 

Box Gross 
Weight (kg) 

MR.ORK1U19.XX 

1 U 1 9” R type cable management 

482x75x44 

490x80x50 

0,51 

0,55 

32 

545x425x400 

19,2 


panel with cover 








MR.ORK2U19.XX 

2U 19” R type cable management 
panel with cover 

482x75x88 

490x85x95 

1,03 

1,12 

16 

545x425x400 

20 


Thanks to the plastic rectangular attachment pieces found at the corners of color options 

the cabinet, detachment and re-attachment of the cover does not require | | 

use of a tool. i 3IBf§L 7035 light grey ral 9005 black 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Product Net 
Weight (kg) 


Product 


Number in 
the Package 
(pcs) 


Box Gross 
Weight (kg) 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Product Net 
Weight (kg) 


Product I 
Gross 
Weight 
(kg) 


Number in 
the Package 
(pcs) 


Box Gross 
Weight (kg) 


Product Code 


Product 
Dimensions 
WxDxH (mm) 


Box Gross 
Weight (kg) 
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XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 








GROUND GROUP 



PINION FEET AND CASTER GROUPS 


MR.PNY25 


MR.TKR5020 


PVC body, pinion feet, 1set=4pcs. 


Ml 0x55 


Heavy duty type metal body pinion feet 
1set=4pcs. 

Free standing type caster group, 4 point 
connection! set=4pcs. (2 with brakes) 


Ml 0x90 
55x25 


Wall type caster group, Ml 0 pin 
1set=4pcs. (2 with brakes) 


80x82x100 


80x82x100 

200x145x95 


260x160x50 


560x425x122 10 


560x425x122 11,5 

560x425x122 14,2 


545x425x400 


Pinion feet groups are of adjustable height and offers 
2 options, one being made of PVC and the other of 
metal. They are delivered as 1 set: 4 pieces. 

BASES 


2 types of caster groups - Wall Type and Free Standing type (heavy 
duty)- are introduces as 360° movable across the y-axis, 2 with 
brakes and 2 without brakes, 4 pieces in total within 1 set. 


Loading Capacity : 1000kg 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

P ||f 

Number in 
the Package 
(pcs) 

Box 

Dimensions 

WxDxH 

(mm) 

Box Gross 
Weight (kg) 

MR.BAZ66.XX 

W=600 D=600 H=100mm 
base module 

570x570x100 

600x600x130 

7,9 

9 

1 

600x600x130 

9 

MR.BAZ68.XX 

W=600 D=800 H=100mm 
base module 

570x770x100 

600x800x130 

8,5 

10 

1 

600x800x130 

10 

MR.BAZ61.XX 

W=600 D=1000 H=100mm 
base module 

570x970x100 

600x1000x130 

9,1 

10,4 

1 

600x1000x130 

10,4 

MR.BAZ86.XX 

W=800 D=600 H=100mm 
base module 

770x570x100 

800x600x130 

8,5 

10 

1 

800x600x130 

10 

MR.BAZ88.XX 

W=800 D=800 H=100mm 
base module 

770x770x100 

800x800x130 

9,1 

10,4 

1 

800x800x130 

10,4 

MR.BAZ81.XX 

W=800 D=1 000 H=100mm 
base module 

770x970x100 

800x1000x130 

9,7 

11,4 

1 

800x1000x130 

11,4 


H=100mm bases are fully modular metal accessories of high strength 
designed for an extra space for housing the cables below the cabinet and 
also for rising the cabinet from the ground. 


Front and side surfaces are closed and 
they bear a brushed cable entry hole at 
their back for cable inlets and outlets. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


GROUND CONNECTION KIT 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

Gross* 

Weight 

Number in 
the Package 
(pcs) 

rv BOX. 

Dimensions 

WxDxH 

(mm) 

Box Gross 
Weight (kg) 

MR.BKZ.XX 

Ground connection kit, 
1set=4pcs. 

90x90x45 

270x165x50 

1 

1,2 

4 

545x425x122 

5,5 


It is a fully modular metal, high strength accessory allowing the connection of the cabinets to the 
ground for the purpose of securing against turnovers and shakings. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


f ft 


Number in 
the Package 
(pcs) 


Dimensions 
'W 
im) 


Box Gross 
Weight (kg) 
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SSmirsan 

19” rack cabinet systems 


UP CASE ACCESSORIES 



EXTERIOR SHELVES Loading Capacity : 30kg 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

pProduct 

Gross 

W 

Number in 
the Package 
(pcs) 

Dimensions 

WxDxH 

(mm) 

Box Gross 
Weight (kg) 

MR.DSR60.XX 

D=600 exterior shelf 

570x410x70 

600x430x90 

2,7 

3 

7 

800x430x510 

22,5 

MR.DSR80.XX 

D=800 exterior shelf 

770x410x70 

800x430x90 

3,5 

3,8 

5 

800x430x510 

20,5 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, COLOR OPTIONS 

the code is added by the customer at the order. | ] 

RAL 7035 LIGHT GREY RAL 9005 BLACK 


They are attached to the sides and back 
of GT Series 16U Versatile cabinets, 
turning the top surface of the cabinet 
into a desk. 




EASY TO INSTALL 

As allot the rack modules 
are modular, they can easily 
be installed and demounted 
when desired. 

Width of the racks, 
introduced at 2 different 
widths, should be equal to 
the width (attachment at the 
back) or depth (attachment 
at the side) of your cabinet. 


FIELD OF USE 

Factories, Offices, Storerooms. 
Available for use as open system 
PC Case. 
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LIGHTING MODULES &1U LUG 



Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 


Number in 
the Package 
(pcs) 

Di KBT 

(mm) 

Box Gross 
Weight (kg) 

MR.AYO.XX 

1 U 1 9” led lighting module with 
automatic movement sensor 

482x35x44 

500x150x55 

0,48 

0,65 

32 

545x425x400 

22 

MR.AYM.XX 

1 U 1 9” led lighting module, 
manuel on/off switch 

482x35x44 

500x150x55 

0,54 

0,7 

32 

545x425x400 

23,5 

MR.AYK.XX 

1 U 90° rotating lug module 
(for lighting) 

44x30x25 

60x40x35 

0,15 

0,2 

16 

270x165x50 

3,8 


Lightening modules are of extruded aluminum of 19” 
width, 1 U height equipped with LED lightening. 

Automatic lightening module has an internal automatic 
motion sensor integrated to aluminum frame panel. 


Manuel lightening module is turned on and off via on/off COLOR OPTIONS 
switch on the aluminum frame panel. | | 

RAL 7035 LIGHT GREY RAL 9005 BLACK 

Flap module of 1 U height allows turning the automatic or 
manual lightening modules 90° by attaching thereto. 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


3U 19” EL 

ECTRICAL DISTF 

tIBUTIO 

N MODI 

JLES 





Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

§w| 

Product 

5 

Number in 
the Package 
(pcs) 

Di ?f|r 

Box Gross 
Weight (kg) 

MR.EDM3U19A.XX 

3U 19” electrical distribution 
module, with busbar 

482x123x133 

500x150x155 

2,6 

2,9 

4 

545x425x400 

13,6 

MR.EDM3U19B.XX 

3U 19” electrical distribution 
module, 2 pcs. without busbar 

482x123x133 

500x150x155 

2,8 

3,1 

4 

545x425x400 

14,4 

MR.EDM3U19C.XX 

3U 19” electrical distribution 
module, 4 pcs. without busbar 

482x123x133 

500x150x155 

3 

3,3 

4 

545x425x400 

15,2 


Electrical distribution modules are metal accessories, 
suitable for all 19” cabinets, designed for electrical 
distribution inside the cabinet.Three types of electrical 
distribution modules - without grounding busbar, with 
2 busbars, 4 busbars- are delivered with integrated DIN 
ray and breakable plastic BLANK piece. 


They have a 380mm entry opening and are suitable for all COLOR OPTIONS 
circuit breaker and power plug module within this width. 

RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


3U 19” TELEPHONE DISTRIBUTION MODULES 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

■ Product | 

il 

Number in 
the Package 
(pcs) 

Dimensions 

(mm) 

Box Gross 
Weight (kg) 

MR.TDM3U19.XX 

3U 19” telephone distribution 
module 

482x123x133 

500x150x155 

2,4 

2,7 

4 

545x425x400 

12,8 


Telephone distribution modules are metal accessories, suitable 
for all 19” cabinets, designed for telephone distribution inside 
the cabinet. 


They are made of stainless material and 
delivered with reglet roofs. 

It has 150 double distribution capacity. 


COLOR OPTIONS 


i 

RAL 7035 LIGHT GREY 


RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 



EARTHING SETS 


6 EARTHING POINT 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

Gross 

Weight 

Number in 
the Package 
(pcs) 


Box Gross 
Weight (kg) 

MR.TPS01 

1 U 1 9” 1 busbar earthing set with 
metal mounting base 

260x55x50 

260x55x50 

0,2 

0,3 

32 

550x430x400 

11 


It is a grounding set for cabinets bearing 6 grounding points thereon with a 220mm length 
copper busbar and 4 yellow-green grounding wires of 400mm length and 4mm diameter. 


10 EARTH 

NG POINT 








Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

w 

Number in 
the Package 
(pcs) 

Dimensions 

(mm) 

Box Gross 
Weight (kg) 

MR.TPS02.XX 

1 U 1 9” 1 busbar earthing set with 
metal mounting base 

482x35x44 

500x545x50 

0,4 

0,5 

1 

500x45x50 

0,5 


It is a grounding set suitable for all 19” cabinets bearing 10 grounding points thereon with a 400mm length copper COLOR OPTIONS 
busbar and 4 yellow-green grounding wires of 400mm length and 4mm diameter, introduced with a 1 U metal | | 

installation base and attached to the panel. Ial 7 | 3 § light grey ral 9005 black 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


44 EARTH 

NG POINT 








Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

Gross 

■ 

Number in 
the Package 

(f^B 

Dimensions 

(mn?) 

Box Gross 
Weight (kg) 

MR.TPS42 

Vertical use earthing set with 2 
earthing busbar 

25x25x780 

35x35x800 

1,5 

1,7 

1 

35x35x800 

1,7 


It is a grounding set installed vertically on the cabinet bearing 22 grounding points thereon with a 780 mm length copper busbar (22x2:44 con- 
nection points), 4 yellow-green grounding wires of 400mm length and 4mm diameter and a jumper cable of 100 mm length and 16 mm diameter. 


241 








SSminsan 

19” rack cabinet systems 


10” ACCESSORIES 



It is an empty patch panel of 1 U height, 10” width, suitable for eight RJ45. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


1U D=1 50 SHELF 


Loading Capacity : 5kg 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


It is a BLANK panel with closed surfaces of 1 U height, 10” width and used for BLANK idle and reserved U values 
in order to render an ordered appearance. 


COLOR OPTIONS 

!□ 

RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


ORGANIZER WITH 3 HOOKS 


It is a horizontal cable organizer made of metal of 1 U height, 10” width and attached on the panel with 3, 
44x30 hooks. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


1/2U BRUSHED ORGANIZER 


It is a cable organizer made of metal material of (1/2)U height, 10” width with a brushed cable inlet module. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


GROUP PLUG MODULE WITH 3 PLUGS 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 


8 PORT PATCH PANEL 


MR.10PKV1U.XX 


1 U 1 0” screw type blank panel 254x1 2x44 


265x20x50 


560x425x122 24 


MR.OKP1U10.XX 


1 U 10” cable management panel, 
3 pcs. Hook 


254x42x44 


260x50x50 


545x425x400 


MR.OFBYU10.XX 


1/2U 10” simple type, brushed cable 
organizer panel, patchcord entry hole 


254x12x22 


265x20x50 


560x425x122 8,5 


MR.1 0PRZ1 U30.SC.XX 


1 U 10” mounting base, 3 plugs PVC 
group socket module, on/off switch 


254x100x44 


270x165x50 


560x425x122 11 


It is a 3 pin PVC power plug module made of metal material of 1 U height, 10” width with an installation base. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Number in 
the Package 
(pcs) 


Box Gross 
Weight (kg) 


MR.RAK1U15.XX 


1 U 10” D=150mm shelf module 254x150x44 


270x165x50 


545x425x400 


1U BLANK PANEL 


It is a cabinet rack made of metal, used for carrying small network equipments of 1 U height, 10” width, 
D=150mm, bearing ventilation slots thereon. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


Product Code 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mi ' 


1U 10” patch panel, empty RJ45 

compatible 


m) 


Package 
Dimensions 
WxDxH (mm) 


Number in 
the Package 
(pcs) 


MR.10P8P1U.01 


254x12x44 


265x20x50 


560x425x122 21,5 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Number in 
the Package 
(pcs) 


Box 

Dimensions 
"':D: " 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Product Net 
Weight (kg) 


Number in 
the Package 
(pcs) 


! Box 

Dimensions 
" ' :D: " 
mm' 


Box Gross 
Weight (kg) 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Product Net 
Weight (kg) 


Number in 
the Package 
(pcs) 


Box Gross 
Weight (kg) 
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PLUGS 



19” PLUG MODULES 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

1 

I|| 

Number in 
the Package 

Dimensions 

W 

Box Gross 
Weight (kg) 

MR.PRZ1U60.SC 

6xDIN49440 Socket Schuko Group Plug 1 U 
casing, on/off switch, DIN 49441 plug 

482x44x44 

500x50x120 

1 

1,1 

27 

545x425x400 

31 

MR.PRZ1U60.SC.UK 

6xDIN49440 Socket Schuko Group Plug 1 U 
casing, on/off switch, , 13ABS1 363 plug 

482x44x62 

500x100x120 

1,2 

1,4 

24 

545x425x400 

34 

MR.PRZ1U80.SC 

8xDIN49440 Socket Schuko Group Plug 1 U 
casing, on/off switch, , DIN 49441 plug 

482x44x44 

500x50x120 

1,1 

1,2 

27 

545x425x400 

34 

MR.PRZ1U6S.SC 

6xDIN49440 Soketli Schuko Grup Priz, 1 U 
asing, 1x1 6A fuse protected, DIN 49441 plug 

482x44x44 

500x50x120 

1 

1,1 

27 

545x425x400 

31 

MR.PRZ1 U6S.IE 

6xlEC 320 Cl 3 Socket Group Plug, 1 U 
casing, 1x1 6A fuse protected, DIN 

49441 plug 

482x44x44 

500x50x120 

1 

1,1 

27 

545x425x400 

31 

MR.PRZ2U6D.SC 

6xDIN49440 Soketli Schuko Grup Priz, 2U 
casing, 2pcs. 1x1 6A fuse protected, double 
circuit (3+3), DIN 49441 plug 

482x44x88 

500x100x120 

1,2 

1,4 

12 

545x425x400 

18,5 

MR.PRZ2U6D.IE 

6xlEC 320 C13 Socket Group Plug, 2U 
casing, 2pcs. 1x1 6A fuse protected, double 
circuit (3+3). DIN 49441 Dlua 

482x44x88 

500x100x120 

1,2 

1,4 

12 

545x425x400 

18,5 

MR.PRZ2U9S.SC 

9xDIN49440 Soketli Schuko Grup Priz, 2U 
casing, 1x1 6A fuse protected, 

DIN 49441 plug 

482x44x88 

500x100x120 

1,5 

1,7 

12 

545x425x400 

22 

MR.PRZ2U9S.IE 

9xlEC 320 C13 Socket Group Plug, 2U 
casing, 1x1 6A fuse protected, 

HIM 49441 plug 

482x44x88 

500x100x120 

1,5 

1,7 

12 

545x425x400 

22 

MR.PRZ2U9D.SC 

9xDIN49440 Soketli Schuko Grup Priz, 2U 
rasing, 2pcs. 1x1 6A fuse protected, double 
circuit (4+5). DIN 49441 plun 

482x44x88 

500x100x120 

1,6 

1,8 

12 

545x425x400 

23 

MR.PRZ2U9D.IE 

9xlEC 320 C13 Socket Group Plug, 2U 
casing, 2pcs. 1x1 6A fuse protected, double 
circuit (4+5), DIN 49441 plug 

482x44x88 

500x100x120 

1,6 

1,8 

12 

545x425x400 

23 


They are group power plug modules of 19” width, aluminum profile carcass, Schuko type, with 2.5m 
electrical cable, plug and inner cabling, introduces as readily functioning with CE approval. 



VERTICAL USE PLUG MODULES 


Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Product Net 
Weight (kg) 

w 

Number in 
the Package 
(pcs) 

Dimensi 

(mm) 

h" S 

Box Gross 
Weight (kg) 


12xDIN49440 Soketli Schuko Grup Priz, 26U 








MR.PRZ26U12D.SC 

cabinet height, 2pcs. 1x1 6A fuse protected, 
double circuit (6+6), cordless, connector on 
the entrance 

60x420x1180 

1250x95x85 

1,7 

2,1 

1 

1250x95x85 

2,1 

MR.PRZ36U18D.SC 

1 8xDIN49440 Soketli Schuko Grup Priz, 36U 
cabinet height, 2pcs. 1x1 6A fuse protected, 
double circuit (9+9), cordless, connector on 
the entrance 

60x420x1620 

1710x95x85 

2,4 

2,9 

1 

1710x95x85 

2,9 

MR.PRZ42U18D.SC 

18xDIN49440 Soketli Schuko Grup Priz, 42U 
cabinet height, 2pcs. 1x1 6A fuse protected, 
double circuit (9+9), cordless, connector on 
the entrance 

60x42x1890 

2035x95x85 

2,7 

3,1 

1 

2035x95x85 

3,1 

MR.PRZ26U12D.IE 

12xlEC 320 C13 Socket Group Plug, 26U 
cabinet height, 2pcs. 1x1 6A fuse protected, 
double circuit (6+6), cordless, connector on 
the entrance 

60x420x1180 

1250x95x85 

1,7 

2,1 

1 

1250x95x85 

2,1 

MR.PRZ36U18D.IE 

18xlEC 320 C13 Socket Group Plug, 36U 
cabinet height, 2pcs. 1x1 6A fuse protected, 
double circuit (9+9), cordless, connector on 
the entrance 

60x420x1620 

1710x95x85 

2,4 

2,9 

1 

1710x95x85 

2,9 

MR.PRZ42U18D.IE 

18xlEC 320 C13 Socket Group Plug, 42U 
cabinet height, 2pcs. 1x1 6A fuse protected, 
double circuit (9+9), cordless, connector on 
the entrance 

60x42x1890 

2035x95x85 

2,7 

3,1 

1 

2035x95x85 

3,1 


They are power plug modules with CE approval, suitable for vertically mounting throughout the cabinet, made of aluminum profile 
carcass, introduced with a circuit breaker, dual circuit, 250V AC, and with a terminal at the one side. 
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SSminsan 

19” rock cabinet systems 


FAN MODULES 


CE APPROVAL 


VENTILATION CAPACITY U HEIGHTS 


All 19" fan modules are with CE certificate 
approval suitable for 19’’ cabinet installation. 


FUNCTIONALITY 

They provide unique functionality and venti- 
lation ability to all of 19” GT Series cabinets 
by being able to attach them from the front, 
sides, top and bottom. 


Each of the fan motor used in the fan modules 
have a 2.22m 3 /min to 2.7m 3 /min suction and 
discharge capacity and 43db to 47bn noise 
level. 

19” STRUCTURE 

Owing to their special 19” design, they are able 
to attach to 19” device installation rails of all 
trademarks and models. 


Fan plates; 

H=3U, for fan plates of 2, 
H=6U, for fan plates of 4, 
H=9U, for fan plates of 6, 
H=12U, for fan plates of 8, 
H=15U, for fan plates of 10, 
H=18U, for fan plates of 12, 



19” FAN MODULES 


MR.FAN10N.XX 


Ifan, on/off controlled fan module 


490x135x45 


510x170x85 


550x430x440 14 


MR.FAN1ATXX 


Ifan, analog thermostat controlled 
fan module 


490x135x45 


510x170x85 


550x430x440 16 


MR.FAN1WIXX 


Ifan, built-in analog thermostat 
controlled fan module 


490x135x45 


510x170x85 


550x430x440 15 


MR.FAN1DTXX 


Ifan, digital thermostat controlled 
fan module 


490x135x45 


510x170x85 


550x430x440 18 


MR.FAN20N.XX 


2fans, on/off controlled fan module 


490x135x45 


510x170x85 


550x430x440 21 


MR.FAN2ATXX 


2fans, analog thermostat controlled 
fan module 


490x135x45 


510x170x85 


550x430x440 23 


MR.FAN2WIXX 


2fans, built-in analog thermostat 
controlled fan module 


490x135x45 


510x170x85 


550x430x440 22 


MR.FAN2DTXX 


2fans, digital thermostat controlled 
fan module 


490x135x45 


510x170x85 


550x430x440 


MR.FAN40N.XX 


4fans, on/off controlled fan module 


490x270x45 


510x320x65 


550x430x440 30 


MR.FAN4ATXX 


4fans, analog thermostat controlled 
fan module 


490x270x45 


510x320x65 


550x430x440 31,5 


MR.FAN4DTXX 


4fans, digital thermostat controlled 
fan module 


490x270x45 


510x320x65 


550x430x440 


MR.FAN60N.XX 


6fans, on/off controlled fan module 


490x450x45 


510x470x65 


550x430x440 31 


MR.FAN6ATXX 


6fans, analog thermostat controlled 
fan module 


490x450x45 


510x470x65 


550x430x440 32,5 


MR.FAN6DTXX 


6fans, digital thermostat controlled 
fan module 


490x450x45 


510x470x65 


550x430x440 30 


MR.FAN80N.XX 


8fans, on/off controlled fan module 


490x600x45 


510x620x65 


550x430x572 40 


MR.FAN8ATXX 


8fans, analog thermostat controlled 
fan module 


490x600x45 


510x620x65 


550x430x572 


MR.FAN8DTXX 


8fans, digital thermostat controlled 
fan module 


490x600x45 


510x620x65 


550x430x572 37,5 


MR.FAN100N.XX 


lOfans, on/off controlled fan module 


490x720x45 


510x740x65 


810x430x525 48,5 


MR.FAN10ATXX 


lOfans, analog thermostat controlled 
fan module 


490x720x45 


510x740x65 


810x430x525 48,5 


MR.FAN10DTXX 


lOfans, digital thermostat controlled 
fan module 


490x720x45 


510x740x65 


810x430x525 53 


MR.FAN120N.XX 


12fans, on/off controlled fan module 


490x850x45 


510x870x65 


510x870x65 


12fans, analog thermostat controlled 
fan module 


MR.FAN12ATXX 


490x850x45 


510x870x65 


510x870x65 


MR.FAN12DTXX 


12fans, digital thermostat controlled 
fan module 


490x850x45 


510x870x65 


510x870x65 


Product Code 


Product Description 


Product 
Dimensions 
WxDxH (mm) 


Package 
Dimensions 
WxDxH (mm) 


Product Ni 
Weight (kg; 


Number in 
the Package 
(pcs) 


Box Gros: 
Weight " 


I 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, 
the code is added by the customer at the order. 


COLOR OPTIONS 


RAL 7035 LIGHT GREY RAL 9005 BLACK 


DIVERSE PRODUCT RANGE 

They offer a wide range of product differing from 
plates with 1 fan to 12 fans, introduced without 
thermostat, with analogue thermostat and with 
digital thermostat. 


GRADUAL VENTILATION 

Rich variety of configurations may be 
possible in which fans with no thermostats, 
fans with analogue thermostat and fans with 
digital thermostat configurations are used 
together thanks to its side by side 
appendable feature. 
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2 POINT C 

ONNECTED RAC 

K MOUM 

T FAN P 

i/IODU 

LES 




Product Code 

Product Description 

Product 
Dimensions 
WxDxH (mm) 

Package 
Dimensions 
WxDxH (mm) 

Pro.duct(Net 

f 

Number in 
the Package 
(pcs) 

Box 

Dimensions 

(mm) 

Box Gross 
Weight (kg) 

MR.RFN20N.XX 

2fans, on/off controlled rack mount 
fan module 

482x150x44 

460x430x65 

2,6 

2,95 

8 

550x430x450 

25 

MR.RFN2ATXX 

2fans, analog thermostat controlled 
rack mount fan module 

482x150x44 

460x430x65 

2,8 

3,15 

9 

550x430x450 

29,3 

MR.RFN2DTXX 

2fans, digital thermostat controlled 
rack mount fan module 

482x150x44 

460x430x65 

3 

3,6 

7 

550x430x450 

26,5 

MR.RFN40N.XX 

4fans, on/off controlled rack mount 
fan module 

482x300x44 

460x430x65 

4,95 

5,3 

8 

550x430x450 

44 

MR.RFN4ATXX 

4fans, analog thermostat controlled 
rack mount fan module 

482x300x44 

460x430x65 

5,15 

5,5 

7 

550x430x450 

39,5 

MR.RFN4DTXX 

4fans, digital thermostat controlled 
rack mount fan module 

482x300x44 

460x430x65 

5,3 

5,6 

6 

550x430x450 

35 


All rackmount type fan modules are suitable for 19” cabinet 
installation. 

Owing to their 19” design, they are able to attach to 19” device 
installation rails of all trademarks and models. 

They have 2 types of fan plates of 1 U height with 2 fans and 
4 fans. 


They may be manufactured as 3 types of control COLOR OPTIONS 

units with the models being control with no | | 

thermostats /on/off control), control with an RAL 7035 light grey ral 9005 black 

analogue thermostat and control with a digital 

thermostat. 


XX= Color Code, 02 means Light Grey RAL 7035 and 01 means Black RAL 9005, the code is added by the customer at the order. 








GT SERIES 19” SIDE BRACKET APPARATUS 



; are the most frequently used accessories within 
GT series cabinets. They distribute the load to the 
profiles in a balanced manner and 19” equipments may be 
attached between them when they are installed one under the 
other with 10U spacing. 

1 1 1 i 1 1 1 1 i 1 1 1 1 1 1 1 1 1 « ii ii ii ii 1 1 1 ■ 


CD 


They may be attached throughout the depth of the cabinet 
between two vertical profiles. 

Numbers of the pieces provided with the standard cabinet 
configurations may be increased on order or later during 
installation. 



HORIZONTAL SUPPORT BARS 


Product Code 

Product Description 

Product 1 
Dimensions 1 
WxDxH (mm) | 

Package 
Dimensions 
WxDxH (mm) 


— 


HI 


MR.YNK60.ZN 

D=600 horizontal support bar, galvanized 

512x56x21 

520x65x30 

0,45 

0,55 

50 

550x430x400 

28,5 

MR.YNK80.ZN 

D=800 horizontal support bar, galvanized 

702x56x21 

710x65x30 

0,6 

0,7 

50 

810x430x525 

36 

MR.YNK100.ZN 

D=1 000 horizontal support bar, galvanized 

902x56x21 

910x65x30 

0,8 

0,9 

1 

910x65x30 

0,9 


Dimensions of the side bracket should chosen so as to be equal with the depth of the cabinet. 
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19” HORIZONTAL 
INSTALLATION 

Side rails are accessories for D=800 and 
D=1000 GT Series cabinet, between the 
side brackets of which may be attached 19” 
equipments of max. 10U, horizontally. 


Vertical profiles may be installed so as to 
establish 19” distance between them, as 
well as side by side by keeping again 19” 
distance. 


SINGLE UTILIZATION 

When the depths of the devices or 
equipments to be attached to the sides of 
the cabinets are low (fan module, patch 
panel etc.), 1 piece of side rail may be used 
with front or rear vertical profile. 


DUAL UTILIZATION 


When the depths of the devices or equip- 
ments to be attached to the sides of the 
cabinets are high (such as the rack with 4 
points), 2 pieces of side rails may be used 
at the side of the cabinet, centralized, so as 
to keep 451 mm distance between them. 
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ACCESSORIES / CABINET COMPATIBILITY CHART 



X stands for the U heights and all U heights written instead of the X are applicable. 
•• these products can be used by ordering 1 set: 2 pcs additional mounting rails 
••• applicable for 36U or higher. 
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ACCESSORIES / CABINET COMPATIBILITY CHART 



X stands for the U heights and all U heights written instead of the X are applicable. 
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ACCESSORIES / CABINET COMPATIBILITY CHART 


ACCESSORIES 

GT SERIES 

CABINETS 


MR. SOHO 

CABINETS 


OHOSHIAI | 

I KABiNETLER 

MR SLIM 

c_ 

DC 

2 

LL 

CL 

c 

SERIES OPEN 

SYSTEM 

FRAMES 


FREE STAND- 

ING ECO 
CABINETS 

IP 

SERIES FREE 

STANDING 

CABINETS 

IP SERiSi 

WALL TYPE 

CABINETS 

PRODUCT CODE 

GTV 600x600 | 

GTV 600x800 ■ 

CD 

CD 

CD 

X 

CD 

cd 

CD 

> 

CD 

GTV 800x600 ■ 

GTV 800x800 ■ 

GTV 800x1000 | 

GTS 600x1000 | 

GTS 800x1000 | 

WTN 600x450 | 

WTN 600x560 | 

WTE 600x450 | 

WTE 600x560 ® 

WTR 600x150 ® 

WTR 600x300 ® 

535x300 H 

535x400 ■ 

i! 

CO 

QC 

530x280 ■ 

530x360 ■ 

530x660 M 

530x860 H 

530x1060 H 

530x600 M 

| 009X009 319 

| 008X009 319 

■ 0001X009 319 

GTE 800X800 | 

IP55G 600x600 | 

IP55G 600x800 | 

CD 

CD 

CD 

CD 

CD 

CD 

CD 

LD 

LO 

Q_ 

IP55G 800x800 | 

IP55W 600x450 | 

IP55W 600x600 | 

IP54W 600x450 | 

CD 

CD 

CD 

X 

CD 

CD 

CD 

-vT 

LD 

Q_ 

GROUND FIXING KIT 
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EXTERIOR SHELVES 
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19” PLUGS 
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VERTICAL USE PLUGS 
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19” FAN 
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RACK MOUNT FAN 
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HORIZONTAL BARS 
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HORIZONTAL MOUNTING RAILS 
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X stands for the U heights and all U heights written instead of the X are applicable. 
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19" rack cabinet systems 
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